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Think This Over 


HIS is the story: A plumber, passin’ through 
San Francisco the other day, called the office 
of the Master Plumbers’ Association and asked for 
John L. E. Firmin. The caller was told that Mr. 
Firmin was out of the city several days each week. 
“Well, who takes his place?” the caller asked. 
“Takes his place?” came the voice from the other 
end of the line quick and sharp, ‘“‘Why nobody could 
take his place!” 
And the moral is—or do you have the moral? No 
matter, the moral is that plumbing and heating need 
more men whose places can’t be filled. 
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The best way for a business to keep on the 
upé£rade is to stay on the level 
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Is Henry Homespun Right 
N a recent examination for a master plumbers’ 
license only two applicants out of twenty-seven 
were able to give a correct answer to a simple busi- 
ness question. The question was something like 
this: 

If the price of a certain fixture is so much, with 20 
and 10 off, what will it have te be sold for in order 
to earn a certain profit? 

Hearing this, Henry Homespun remarked, “What 
plumbin’ an’ heatin’ need is not less mechanical sense 
but more business sense.” 

lO ¢ 6 
Digging wells is about the only business 
in which you begin at the top 
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Those Meeting Nights 


HEN two men meet, and each has an idea, 

and they exchange their ideas, each goes 
away with two ideas. And that’s what happens at 
association meetings. Meeting nights are nights for 
the exchange of ideas. The man who misses a meet- 
ing misses all the ideas of the men who answer 
“present.” The man who brings his troubles to the 
meeting place, and lays those troubles at the feet 
of his fellows, carries home a kit full of joys. 

Then, too, meeting nights are nights for men to 
get better acquainted. In days of old competitors 
kept away from each other. Now they are on friendly 
terms. They get near each other. And they profit 
by the friendliness and the nearness. 


The Model Home Idea 


VERY city should have a model home as a 

permanent exhibit. And plumbing and heating 
men, along with others interested in building, should 
push the model home idea. One such home, well 
advertised, will do wonders to educate the people of 
a community. 

“Seeing is believing.” And when people see what 
plumbing and heating can really do for a home—see 
the quality, beauty, efficiency —they are going to 
want that kind of plumbing and heating. 
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You have to use sixty-five muscles to frown 


and only thirteen to smile 
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This is a New One 


OU heard of the man who doesn’t have 
time to read his trade paper. And you have 
heard of the man who thinks it doesn’t pay to ad- 
But have you ever heard of a man who 


have 


vertise. 
claims he doesn’t need a sign? 

Oh, yes, there is such a man. He says everybody 
in his neighborhood knows him and knows where his 
shop is located, so why spend money for a sign? Of 
course, old residents move out and new ones move 
in, neighborhoods change, children grow up, people 
forget, and—but why argue? 
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Onlv*the mints can make money without 


advertising. 
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That First Bathtub 


HE fact is well established that the first bath- 

tub made in America was made in Cincinnati 
in 1842. But now comes the historian of the city of 
New York and says that the first bathtub ever used 
in the United States was brought to this country 
from England. He thinks this occurred about 1820. 
At any rate he is sure that Eli Whitney, inventor 
of the cotton gin, was its owner. 

Whitney was so proud of his bathtub, says the 
historian, that, when not in use, he kept it in the 
front vard for passersby to see and admire. 

So much for so much. Today people keep their 
bathtubs out of the front yards, but they display 
their bathrooms for the admiration of visitors. Thus 
times change—a little. 
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With 1 the ways of bathing that our ancestors have invented, it has remained for the twentieth 

entury to evolve the idea f a swimming pool on the ocean Here it is This is the luxurious 

, wimn g pool of the S.S. Leviathan and not a scene from the king's palace. as you might 
suppose Under d nderwood 





Watching B. T. U's flit from 
branch to branch in front of 





pweeste K porvesome the main portico of the White 
Pea iia- al weeks House, Washington, D. C 
deiphia wha é Mrs. Arthur A. Kiewitz, whose 
act on the golf P Some boiler! Think of it—carries 30,000 square feet of direct radiation, is twenty gg lg — 
at North Fiel N Jj { feet inch long and weighs forty-two thousand pounds The Atlanta schools Mig Cory oration and Mrs 
were ed to install these by J. C. Candler, manager of the Southern Steam Special ph “E : Sac ; 

ties Co., southern agents for the Oil City Boiler Works ° “BB 


Who did not know the late W. E 
Crosby. who dd his share toward the 





Thirty years ago! What memories does that recall to you? These are some plumbers of the old school upbuilding of the prestige of the plumb- 
Some them have kept up-to-date, and are now of the new school as well an you name them? The ing and heating trades For twenty- 
conveyances are mountain canaries, otherwise known as burros. The scene is at Glenwood Springs, Colo., five years he was executive clerk of 
and in the picture are a past president of the state association and the secretar of the state association. Look the ational Association of Master 


Closely and you will doubtless recognize some of them. Plumbers 











He Goes Out 


Ideas are Free. They Turn the 
Wheels of Business. Gathering 
All the Ideas He Could Use— 
Gathering Them from the Trade 
Papers, from the National Trade 
Extension Bureau, from Any- 
where and Everywhere—and Put- 
ting These Ideas to Work, 
Made a Successful Merchant 
Plumber of a Man in New Jersey 


has 


Says P. E. Charleston 


MERCHANT plumber, a salesman plumber yet he 
hasn't a display room That is Charles J. Samuel 
of Montelair, N. J Lest someone get the impres 


that a 
traveled street are not 


though, well 


necessary for merchandising, be it 


sion, display room and store on a 


mentioned at once that Mr. Samuel had a store and dis 
play room until recently Be it also mentioned that he 
now has under construction a modern store and offles 
building of his own, into which he will move as soon a 


it is completed But at present he hasn't even a displays 


mall offiee and warehouse in 


till he i 


from a 
And 


room He works 


the rear of his home aomerchant plumber 


a salesman plumber 


His answer to the first question asked shows his pep 
and push It was, “How's business?” 
“Fine,” was the answer It is the dull season, but 


we go out and get it.” 

And that is just what he doe He goes out and gets it 
With a brief case full of 
every day selling prospects the newest and 


attractive literature he is out 


latest in the 


many conveniences that plumbing offer the housewife 
That is something to think about——“‘that plumbing offers 
the housewife."”. And this, too, from Mr. Samuel's daily 


experience “the housewife wants those conveniences, but 


she doesn’t know they exist It is business 
to let her 


effort?” 


the plumber’s 


know about them, but how many make the 


ADVERTISING $IS) THE 


ye center around which Mr. Samuel's perpetual busi 
ness campaign revolve is advertising Hle believes 
that show window direet-by-mail and newspaper adver 
tising are the And 


their effectivene 
head of the 


I.ASIS 


three greatest pullers for the plumber 


he lists them that way in the order of 
that Samuel places at the 


that 


It is strange to ser 
list and calls the 
which he 


most profitable form of advertising 


cannot use at present In spite of that, though 


he sells more merchandise than any plumber in_ hi: 


vicinity Stop and think what his sales will be when he 


is. able to add window displays to his direect-by-mail and 


hewspapet 
Montclair, hi 


campaigns 


territory is a town of about 30,000 


and Gets lt 
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SAMELRE 


The man whe goes out after business, and, at the same time 


backs his geing with mans bhusiness-getting tdeas 
people It is one of the riehe residential towns within 
commuting distance of New York Citys Residents consist 
largely of college people the prot ional, artisth liter 
ary cla lovers of good homie Into their home each 
week goes the Montelair newspaper Into the Montelait 
newspaper each week goer the advertisement of Charle 
J. Samuel 
His advertisements ring the bell Mi samuel ha 

taken a course in advertising and tlesmanship He ha 


tudied the surest way to attract attention and produce 


action. And he has found that the best way to drive home 
an idea is by contrast 

One instance that brought him mats call is a flaring 
headline across a quarter pa innouneing Caesar Never 
Had a Bath.” 

Now, when people know that the old) Roman empire 
and Caesar had nothing if not batl tatement of that 
ort will get a protest and a readin And when the 
challenge is taken up and the readir is don it found 
that ‘Caesar Never Had atl ke the baths that the 


modern plumber can install in your home Needle to 


advertisement brought out that the modern 
Charl J 


home by contrast 


may thi 


plumber was imuel in partiouta hha an 


idea was driven 


Then each month a selected li fabout fifteen hundred 
people receive a. letter very cle ! vritten on ome 
current topic which can | ip} d to a plumbing idea 
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And these people, on another d of the mont get a made possible li ias a friend who is a coal man and 
beautiful blotter, each with a m ge from this merchant ho sells about seven-eighths of the people of Montclair 
plumber During the holida Cu mer receive the 4 call to him will get information about the credit stand- 
eason’s greeting And from these onstant reminder ng of practically any one in the New Jersey City 
Samuel gets most of } call He ¢ not let people f 

get him, nor forget hi ne of busir OUT ON THE JOBS 


MAN is sent out 

HE IS A “JOINER” A onthe job. Samuel 
HERE are other 9 makes it a point to get 
{pews too, open to Who S Who around while he is there 


all—used ad to say, by using as an excuse, it 
few which open the ae in nece ary the desire to 
quaintanceship route to ee how the work is pro 
1 I I 
business Samuel use Plum bing and Heating gressing With Samuel 
these means He ji a goes his brief case, in 
“Joiner.”” That is to say, which are folders, cir- 
1e | ‘ af Zi ™ . ars Ts — a 
he is a booster for Mont Friendly Caricatures of Men Who are Doing Things culat liter wn of all 
clair. He is a member of kinds showing in an 
the Chamber of Com attractive way nationally 


merce. He belongs to the advertised products 


Kiwanis Club He is al With him, too, goes an 
Ways out in front, seeing eye trained to note at 
he world, and, by the once every plumbing fix 
world, being seen. He gets ture in the house 

If tl 


hot water heater, Samuel 


into many civic move e home lacks a 


ments Naturally men 


and women hear about talks and shows the 
him They know him advantages of hot water 
and know that he is a And he generally sells a 
plumber And, naturally heater. 
also, when plumbing is to If there is no shower, 
be done, Samuel's name Samuel talks and shows 
is in their minds the joy of running water 

He is a member of the 
Live Wire Club of the 
National Trad Exten 


sion Bureau By hi 


And he generally sells a 
hower : 

If there is an old style 
sink faucet, Samuel talks 
exhibition of progressive and shows a double 
ness and aggressivens faucet with a spray that 
Samuel is the Montclair will make washing dishes 


Live Wire It is to him 


that inquiries from his 


and cleaning vegetables 
a pleasure instead of a 
task. And he generally 
ells the modern fixture 


territory, received by 
manufacturers, are passed 
for following ip He 
follows them up, too 


He is right on the 


ground, where a com 





Another thing. A piece parison of what he has 


of mail never leaves his to offer with what the 
office without being George ri Satterlee housewife has to work 
brought up to the two with wins the battle al- 


cent limit with an en most before it is started. 


The Kansas City which is in Missouri has a habit of picking 
live men—men with ideas and who know How to work—to 
head the Association of Plumbing and Heating Contractors. 
The one who sits, or, better say, walks at its head today 
is George L. Satterlee. He has done so well on his own 
home ground that President Samuel F. Wilson has drafted 
him for National work by making him a member of the 
Standardization Committee. “Work goes to the workers,” 
as the saying is, and to the workers go the rewards. Mr. 
Satterlee deserves his place in the sun, so to speak, because 


velope stuffer These Kvery housewife should 


envelope = stuffer will have a modern sink 
ingly furnished by manu faucet, for instance 
facturers, and on all of Every housewife can be 
which is Samuel’s name, made to want one. That 
do a great deal of silent is Samuel’s business. He 
selling. is a salesman. He makes 
In all these ways, then, them want it. 
he gets his calls, his in The beauty of all this 


quiries, his prospects and 


he has worked his way to that place. Others may say, “Let is that it is non-competi 
his customers. And they George do it.” But Mr. Satterlee doesn’t say that. He knows tive business It is a 
are worth while prospects a better way—he does it. profit on the sale and a 
and the kind of cus profit on the installation 
tomers that a_ business It is giving the customer 
man wants While he has a credit book, giving him the an appreciated service It is supplying something that, 
rating of these prospective customers, he prefers to choose old as the saying may be, will be a ‘‘thing of beauty and 
his prospects with care, and, because he does choose with i jov forever.” 
care, it is very seldom that an overdue account rides on Here is an example to show that it is not a case of 
his books for any length of time A very satisfactory trying to foree an unnecessary product on the customer. 


method, which he often uses, is one which a friend has \ lady in a nice home was having considerable trouble 








October 6, 1923 DOMESTIC 

that 
The lady was out much of the 
heat the 
when she did 


with the operation of her heating plant It was not 
the plant would not heat. 
time and was unable to 
wanted it when she wanted it. It 
not want it hot. It was cold when she wanted it hot, as 
when she returned from a day’s shopping. Now, it had 
never been explained to her that there was such a thing 
as a heat regulator. She did not that, 
left in the morning, she could set an apparatus so that 
at four o’clock drafts would be opened and the heat would 
come up, making the house warm for her return at five. 
It had never been explained to her, and yet that was all 
that was needed to make a sale 

That is only one of many cases of a 
That is, too, one of many causes of complaint often made 
to Samuel. ‘‘Why didn’t the plumber who did my work 
tell me there was such a thing as you have just shown 
me?" Yes, why didn’t he? is the question often asked. 
By not doing so he threw away not only the extra money 
there would have been in the job, but also the confidence 
of that customer. He did not 


regulate the Way she 


was hot 


know when she 


similar nature. 


serve as he should. 


RESULTS 


writes no 


HE MAKES IDEAS BRING 
HARLES J. SAMUEL is no 
letters that the next man could not write. 

language that the next man could not 
uniquely original ideas constantly springing to the surface 


genius. He 
He uses no 


use. He has no 
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He merely takes advantage of the 
in the reach of all—the National Trade Extension Bureau 
papers. They advertising 
He has proven that what they advocate 
us say it 


opportunities that are 


and the trade have advocated 
and salesmanship 
brings results. Let again. He has proven that 
they advocate brings results. 
that 


Yes, sir, ideas bring results 


what That’s why this story 


has been written—to prove ideas put to work will 


bring results to any man 
“He plumbing and 
carried away from a talk with Mr. Samuel. 


thought 
He does con- 


likes believes in it” is a 


siderable educational work in his community, and there 
is nothing that talks more legudly than successful results. 
He reads and digests valuable articles. He attends con- 
where gather and discuss problems which 
getting 


his suggestions 


ventions men 


confront all believes that 


the other 


plumbing dealers. He 


fellow’s ideas and giving him 
and co-operation will greatly help both in a business and 
a social way. One of his greatest compensations, he says, 
is the friends he has made 

Thus, 


terested in 


workable ideas come to him because he is in 


and growing and 
have a definite relationship to his business And he has 
for him He 


those things that are new 


the push to put those ideas to work goes 


out and gets business He is a salesman. 


And any other man can go out and get business For 


what is salesmanship? It is believing a thing so well 


that vou make others believe it 


“90% Brains—10% Plumber” 


Says Henry Homespun 


‘ts a 100% winnin’ combination’’ 


RAINS is what a 
master plumber 
Shouldn’t have 
nothin’ else but. It’s 
simple enough to hire 
th’ feller who has 
muscle to sell. And it 
ain’t no struggle to get 
men to estimate or 
manage a stock room. 
But you can’t beg, 
borrer ner steal brains. 
When a master 
plumber has to call up 
a supply house to get 
th’ sellin’ price on a 
fuller ball—well, 
what you'd call a fifty- 
fifty fifty per 
cent plumber and fifty 
per cent brain worker. 
But this even break 
stuff is what dreams, 
fairy tales and busi- 
ness failures is made 
out of. You got to 
know your business so 
well that you can tell 
by th’ shufflin’ of feet 
in th’ work shop jest 
what th’ boys is doin’, 


he’s 


boy 





Why is it that in every line of work they is men who 
stand out from th’ crowd like warts on th’ face of a 
society bud? It ain't, f'r instance, because they is such 
good workmen It ain’t because they know how to thread 
a pipe better’n th’ other feller It’s just because they 
have turned their brains into mental sponge they have 
soaked up learnin’ and then turned about and made use 


of it to th’ who don’t use 
their 


Nimble digits 


disappointment of competitors 


heads for anything place to grow hair 


and handy mitts are assets, but th’ dividend 


‘cept a 


earner is th’ thing that’s absorbin’ these here words 
you're readin’. 
When I was doin’ heavy duty stuff years ago, brains 


was looked at in somethin’ th’ same way as a two-headed 
Then, 
ready tools and hands, were th’ 
tinkerin’ And tinkerin’ is th’ 
didn't take a sight of gray matter to be a tinker, jest like 
today it don’t require much head work to be a steeplejack 
If you have nerve and no imagination you’re qualified for 
active 


calf is today. plumbers with rough chatter and 


boys who got most of th’ 
word. It 


jobs. correct 


either job. Imagination is brains in action—and 

brains wa’nt a drug on th’ market in them days 
But and th’ 

master plumber of today has as big a white collar laundry 


Th’ man 


times have changed, as th’ sheiks say, 


who lives next door 
other fellers th’ low 
th’ white haired boy. 


bill as th’ bank president 
who sits behind a desk and gives th’ 


what to do—he's 


down on how and 


Sut only a frantic study of business—-less actual plumbin’ 
and more actual plannin’ and doin’ from th’ brain out 


motto. 


pay seat 90-10 is my 
think 


only this’ll put you in th 


And that’s a good motto, I 

















IR thirty-five vears Mr. King has been closely associated 

F with heating His experience has led him into every 
angle of the industry—manufacturing, selling, contract- 
ing, designing, teaching. ‘So, then, it is with much pleas- 
ure that we present this master heating and ventilating 
engineer and the first of his many articles to our readers. 
€ These articles will be of great interest and value. We're 
sure of that. One article will appear every other week. 
But that isn't all. Mr. King offers to answer any ques- 
tions readers may care to ask about the heating systems he 
will describe and illustrate. ‘It will take several months 
to complete this series of articles, for every kind of building 
and every kind of installation will be taken up. If, at the 
end, there 1s one who doesn't know aplenty about heating, 
he will have nobody to blame but himself. ‘ Begin at the 
beginning, read all the articles, study them, ask questions 
know your business, and know you know it That's the 
only way to do the most and make the most. ‘Go all the 
way with a man who knows. Why, bless you, Mr. King 
helped to get out the first Furman boiler; he was in business 
before there was an American Radiator Company; he de- 
signed and installed some of the heating equipment for 
the World's Columbian Exposition. ‘Read Mr. King's 
‘‘Let’s Get Acquainted,’’ then turn the page and begin his 
first article. To read that article will be to want to read all. 








Let’s Get Acquainted 


HEN a person writes a book cof a technical or semi-technical character it ts quite the custom to 

preface it with a more or less brief statement, telling, perhaps, the reason for writing the 

book and g1ving an outline of its character. This statement is usually called a preface or an 
introduction. Therefore, we shall consider these ‘‘get acquainted remarks’ as an introduction 


Slightly more than ten years ago the writer began a series of heating and ventilating articles in 
‘““‘Domestic Engineering.’’ These articles covered various phases and details of the business as practiced 
at that period, and were written for the purpose of assisting the young and the old steam fitter toa 
better understanding of the many problems met with in the everyday work of this character 

Many of the apprentice boys and steam fitters of ten years ago have graduated into the ranks of 
experienced master fitters, or are now at the head of a heating business of their own. These men, or 
a majority of them, have an intimate knowledge of the changed conditions, advanced methods and 
improvements which the past ten years of effort have given the heating business. By reading, study, 
and by observation they have kept in touch, else they could not succeed and survive the competition 
of their neighbors. 

But, how about the army of young steam fitters which has taken the place of these men? Are 
we older and more experienced men lending a helping hand to assist them to solve the many prob- 
lems met with day by day? 

The writer welcomes the opportunity to get acquainted with these fellows that 1s presented by 
the Editor of ‘‘Domestic Engineering’’ in an invitation to prepare a new series of articles on heating 
and ventilating subjects, and we can do no better, in the way of an introduction, than to quote the 
following from our introductory remarks preceding the series of articles written ten years ago 

“Our sympathies are with the men who, as a rule, have not had the benefit of a technical educa- 
tion. To those men many of the good practical articles and books published have been next to worth- 
less on account of the language, terms and mathematical forms used by the authors, and which could 
be fully comprehended only by a man of long practical experience or one having a trained technical 
education. 

“If to the technically trained reader our articles should seem simple and of the a-b-c order, we 
trust he will consider that they are written for the benefit of those less fortunate than he — those who 
have been deprived of the opportunity to secure such education and experience 

The common problems and details of heating form the basis of all steam fitting knowledge and 
practice. We shall consider all kinds of systems for warming all kinds of buildings from the modest 
cottage to the large office building, apartment, factory, etc., and with each article shall illustrate and 
discuss some of the more common details and problems of installation. Men of experience will under- 
stand these details, and they can use them for brushing away the forgetfulness which comes to those 
who have relinquished their grip on the tools. Apprentices and young fitters will find tn these articles 
the rudiments of successful steam fitting.--ALFRED G. KING 
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Heating Systems for 


First Article 
of a Series 


by Alfred G. King 


Simple Methods of Warming Small Build- 
Profitable 
tracts Frequently Overlooked 


ingss-—Opportunities for Con- 


{\ pot or the outsak of 


iin eit il be found 1 idential ne 
yurl vine of ti communi 
s I exclu ve ind ois hem ve find 
| ‘ in of the wenalt ela In 
eater nut f ich tlement howevel ure 
iro f tt ind bungea \ Vhich are 
f n of modera meat rl cottage 
i } biy fis 7 IX room ind a bath 
‘ { ind are irrounded = by 
] Ihre genera ipp mee 
d n | de in tl | ‘ on oof 
‘ rf 1! comfortable home 
Wi! ! ipparatu ! eotta and bunga 
1 { the most simp tvpe of heating system 
portant t tl work hall conform with 
! ler itis pt Mhe fore to the apprentices 
nal fitt it i ra in excellent beginning for 
’ heatit em To the heating 
ce \ r it ri of profitable work, which 1 
frequent | 1 b 0 ount of the eeming unim 
| tance and f the b 
Mr. Ths ! { I fe hay you are on who ha 
uniale tit 1 tt ilue of tl cla of work A great 
1 I i il pro pect vel 
li prosy the ile « i modern heating system 
if vou vi 1 } { fort to how them that thi 
' prent n t r hom i nee iry for the comfort 
smal soba of t ir f il Perhap many of them 
re i hot r furnace Which were inherited at 
the time the purchased the property Chances are that 
furnace " constructed and poorly installed 
Mh iD det \ lout ia real estate promoter who 
bul T I rom house at one time, and 
who used « effort to beautify the exterior and the 
fin doappearance of the interior of the property (for 
! ) | | h« ential detail ' plumb 
ims nd 1 itil We imhted and the bid of the low 
dolla rok et ardle of quality or efficiency 
as so often happens 
I sinter experienced will show that the 
| ! ! l p f na will not properly warm 
the oust \ ear or two of service and some of the 
plumbing will need repairs or renewal In this picture 
of the probabl onditions too severe? We think not 
for the writer is known of hundreds of such instance 
They are to be found in every locality 


HEATING PLANTS AND COST OF FUEL 










































































OR the purpose of showin the possibilities of cot 
tage heatis ind the varied character of the heat 
ne tems that 1 be installed, we will consider an 
et building of tl type The picture shown on the 
preceding page j that of a cottage containing four 
! ( the first 1 r and three bed rooms and a 
batl ( t mad floo Phi 1 ibout the average 
of a cott built house 
This hou \ or nally warmed by a so-called pipe 
furnace No, thi t mi tatement Originally, 
in effort was made to irm this house with a pipeless 
_ aa 
i” “ 
Porch 
v) 
Sj 
y 
F-or 
Reception 
A , 
1a 
‘ . 
} é he 
60" Fad 66 © L'0d 
; SCol 38 $Co/ 22 
4rf , et cal 
iS — 
5 ‘4 
Porch 
| 
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Fig. 2 
lbirst floor plan of a modern cottage 
furt In ou di on of heating methods we do 
not vant to dee ny method that will give proper 
result There i uch a thing as a good hot air fur 
nace job. and one that will give reasonably good re 
ults if the apparatu properly installed and the ques 
tion of fuel saving is not an item to be considered A 





Cottages and Bungalows 


good hot air heating system requires that the furnace article The radiation total S4osq. ft. divided as fol 
shall be provided with an adequate supply of cold air lows Reception Hall, 66 ae Parlor, 60 sq. ft 
from outside the building in addition to recirculating the Dining Room qe ft Kitchen » aq. ft Rear Een 
air on the inside This, of course, requires extra fuel try, 20 sq. fe Bed Room No 1, 40 sq. ft Bed Room 
that is not required by a modern steam, vapor or hot No. 2, 30 aq. ft Bed Room No. 38, 45 aq. ft Bathroom 
water system With a modern system of the latter type 16 sq. ft The height, character ind position of each 
the infiltration of air i ufficient for ordinary ventila radiator, and the size of radiator valve required for 
tion each, is indicated on the floor plan On the first floor 
Not so long ago a really modern heating apparatus plan, Fi / the position ina of the risers to 
was considered a luxury especially when such an upper floor radiators are shown 
apparatus was considered for warming a small dwell rhe most common method of installin the piping 
ing Today such an apparatus is considered a nece vatem. and the method that probab the best known 


sity, and one which the man of moderate means can 
well afford to enjoy ! 

The “parlor” stove heats only in spots That is to } 
say, it overheats in the vicinity of the stove and fails 
to properly warm other portions of a room The hot 
air furnace will not warm the windward side of the 
house when the prevailing winds of winter are blow 
ing, nor will it heat the rooms to an even tempera 
ture There is always a draught across the floor of a 
room and over the stairs leading to an upper floor when 
hot alr heat is used Such conditions are detrimental 
to the health of the occupants of the building, and es 
pecially to little children who play upon the floor 

The fuel bill is an item to be considered Fuel is 
costing a littl: more per ton each year and ts often 
hard to procure. The amount of fuel required each sea 


son by a modern heating apparatus, as compared with 





that required by a hot air furnace, represents a say 


ingg that in dollars and cents will more than pay the 












































Interest on the entire cost of the modern apparatus | 

These details relative to cost of fuel and character of 

ervice will no doubt interest the prospect, because the 
chances are that he has already experienced them I! | 
is up to the heating contractor to know the facts, and | 
to be able to talk convineingly, and to answer the questions | 
of his prospect intelligently | | 40¥kRed 

| fio 1a | 
j ar} 
1 LOW PRESSURE GRAVITY STEAM SYSTEM atte — _— 
OR warming a small building three modern methods F 

F:. heating are available—-steam, hot water and va — 
por Perhaps we should say that any one of the three 
mediums may be used, because there are a number of ; | 
methods of installation that may be used with each me 
dium 

In order to make a satisfactory comparison of heating 
methods for this cottage, we shall illustrate and describe 
the installation of a steam, hot water and vapor system, Vig. 3 
and at the same time call attention to methods of piping Second floor plan of a modern cottage 
ind to certain modifications of each system 

We shall assume that the reader has not acquired fo the average fitter, is tl he pry method Vhis | 
the knowledge that a well equipped steamfitter should called the one pipe method for tl reason Chat the 
POSES and shall treat the details of each method of ‘team for heating and condensed steam (water of 
heating in the most simple and commonplace manner condensation) from the radiators oceupy me pipe 

Figures 2 and 38 show, respectively, the first and sec In the main the wate 1 steam: flow togeth im the 
ond floor plans of the cottage illustrated in the photo ime direction, the pipe belt raded for this) purpose 
graph We shall fiyst consider the installation of a In the branches and risers to diators the steam and 
low pressure gravity Ateam heating apparatus water of condensation flow in opposite directions, a con 

The amount of radiation required to properly heat dition that) require peel ideration when deter 
the building with this method has been estimated by MININK Pipe size 
one of the accepted rules in common use This rule, The steam main may be extended in either direetlen 
and others, we shall discuss more particularly in a later from the boiler to supply the radiator or jit may be 
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installed in the form of a circuit The latter method 
is more frequently used, as there is hardly a cottage, 
bungalow or residence in which the circuit system of 
piping cannot be used When the boiler is located on 
either side or at either end of the basement, a singl¢ 
circuit may be installed When the boiler is centrally 
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Basement of modern cottage.—Layout for one-pipe steam 
heating 
located, as in the basement of this cottage, it is best 
to use two circuits 
THE BASEMENT PLAN . 
1G. 4 shows a plan of the basement on which we 
Fi. laid in the piping of a low pressure gravity 
steam system with two circuit main The front cir 
cuit is approximately 45 ft. long and supplies 268 sq 
ft. of radiation The rear circuit is about 38 ft. long 
and supplies 116 sq. ft \ 2 inch main is required 
for the front circuit and a 1% inch main for the rear 
circuit. The method of determining these sizes will be 
discussed later. The high point of each circuit is im- 
mediately above the boiler. The boiler has two 3 inch 
steam outlets, and the risers out of the boiler are made 
the full size of the steam outlets These are reduced 
at the top, or at the high point, to the size of the 
circuit mains supplied 
There is a very vital reason for making the size of 
these connections as above noted On gravity steam 


‘ 
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ystems important he of the steam 
it leaves boiler, or in the the boiler, 
should be very much lower than the velocity in the steam 


it is that t velocity 


the risers out of 


as 


main 
If 


when 


boiler 
water 


the 
the 


inside of 
that 
bubbles passing 

These bub- 
the 
boiler, 


to look on the 
would be 
by the 


rapidly 


it ssible 


it 


were po 


is steaming, it seen 
lightened steam 
the 


reaching th 


emulsed and 


is 


upward through boiling water. 


break into vaporous 
of the 


steam 


surface 
The 
plac S, 


this re 


1] 
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on 
where 
and 
outlet 


dome 
the 


servoir 


all steam 
reservoir, 
the 
emulsed 
low. If 
high, the 


eparation takes is 


is the steam leaves and seeks 


some of the lightened 


t the 


will pick 
the 


the 


it up 


ne 
Ine 


outlet is very 
the 


with a 


unless velocity a 


outlets and in risers is 


the 


he velocity at 
motion 
boiler 
the 


causing 


circular 
the 


reduces 


steam will approach outlets 


like a whirlwind, and will carry water from 


the action not only 


but 


iter line 


steam main This 
the 
an unsteady or 


Each 


On 


into 
capacity of team main, also results in 
in the boiler 

the 
height 
the 
each 
all 

inch in each 15 
10 feet, 
pipe was carefully graded. 


taken 


nervous Ww 
the 


basement, 


high point to 


circuit pitche down from 


this 


fact 


end work, owing to good of 


and 


inch in 


at pitch is 1 


short, 
If 


Save 


th each circuit is 


10 


Was 


the 
main were 
the 
feet 


be 


length. 
to 


each feet of 
head 
of 


suf- 


required of 
of 1 


each 


and it 
pos 


or 


longer 


room ible, a pitch 


length, even inch in would 


ficient, provided the 


The from the 


Many 


branches supplying radiators are 


the 
fitters still use a 


with 45 degree connections, 
de 
If the 
water of condensation, returning from the radi- 
the main on 
the steam of 
pipe This reduces the 
carrying capacity When 
15 flow- 
' 


along the bottom 


main at top 


90 connection for this purpose, 


gree 


Which is wrong. latter style of connection is 


used, the 
into the 
upper 
and 
the 
the condensation, 


is dumped 
the 
steam 


ators through branch, 


occupies portion 


the 


top of which 


the saturates 


and effectiveness of main. 


connection is used 
of the 


joins 


degree 
the side 
of the 
steam. 

right 


runs down 
the 


flow 


branch, 
that in 
the 
method 


bottom 
of the 
and the 


of the connection and 


main interfering with 
both the 


the 


without 


Fig. 5 shows wrong 


method of connecting branches 


SERVING THE FIRST AND SECOND FLOORS 


HERE possible one branch from the main serves 
a connection to a first floor radiator and also 


a riser to the second floor. This method saves the use 

of an extra large tee on the main and the cutting and 

threading of two joints. As an example of this method, 

note on Fig. 4 the branch supplying the radiator in the 
790° E// 


_ °L/1. 









—Condensation 





Moin 





Fig. 5 


Showing the wrong method and the right method of connect- 


ing branches to steam mains 


parlor on the first floor and the bedroom above it. 
Fig. 6 shows a detail of this connection. The 2 inch 
branch is taken full size under the first floor radiator 
connection, where a 2x14 inch reducing elbow is used 
to connect the spud to the radiator valve. A short dis- 
tance back of this elbow a 2x1'4 inch tee is tied into 
the branch and the 114 inch riser is connected from 
the tee as shown As the mains are short, and several 
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turns are made with each circuit, it is not necessary to 
provide a swing joint for the expansion of main and riser. 
When a straight, 
radiators on upper floors, it is a 
use two elbows at the bottom of each riser and, by using 


will provide for 


main is long and ind a riser supplies 


several good plan to 
a close nipple, make a swing joint that 
expansion of the pipe. 

The velocity of the steam in a horizontal branch pipe 
should be very low, in order that the steam will not inter- 
fere with the returning condensation in the bottom of the 


pipe. For this reason a branch pipe from main to riser 
is ordinarily made one pipe size larger than the riser 
or radiator spud. If the connection is short, or one of 


the first connections taken from the main, it is permissi 


ble to make the branch the same size as the riser or 
radiator connection. Branches should pitch upward from 
the main 1 inch in each 5 feet of length. 
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first and second 
same branch 


Method of ccnnecting floor radiators from 


A SIMPLE DETAIL OFTEN OVERLOOKED 


HILE discussing branches and risers, perhaps 
it would be well to call particular attention to 
one simple detail that makes for a neat appearing job. 


without joints; that is to 


Risers are seldom installed 

say, the riser is made of two pieces of pipe joined by 
a coupling. Many fitters make a practice of placing 
this coupling haphazard on the pipe without regard to 
appearance. This method should never be used, as it 


makes for a sloppy looking job. If a coupling is used 
on the riser it should be placed on the line im 
mediately above the floor plate, as illustrated by Fig. 7 
If necessary to provide a support for the riser, this may 
be done by providing a heavy floor plate at this point 

After the last branch or radiator connection has been 
supplied, the main should be piped full size to a point 
into a wet return or into 
the 


floor 


where a drop may be made 


the return opening of the boiler. All of condensa- 
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tion from radiators connected to a circuit is returning 
along the bottom of the pipe, and it is essential that 
the right sort of connection should be made at the 


end of the circuit if the job is to efficiently. 


To provide for quick and even circulation to all radiators 


| 


operate 

















Fig. 7 


Showing proper location of a coupling on riser 


the main should be quickly freed of air, so that it can 
fill with steam and act as a reservoir to supply all 
radiators connected at practically the same time. For 


this purpose a quick venting valve—-that is, an air valve 


having an extra large exhaust port—is placed on the end of 


the main where the return drop is made 


Fig. 8 will illustrate some construction details apply- 
ing to this job. The sketch shows a detail of the ends 
of the circuits and the manner of connecting the re- 
turn drops to the wet return At the end of each cir- 
cuit a quick venting air valve is placed, as we have 
noted, and a drop is made with 1% inch pipe into a 
1%, inch wet return leading to the boiler Owing to 
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Fig. 8 


Method of venting and dripping ends of steam mains 


length of the 
the 
than 


circuit, caused by the 
the 


circuits is 


the friction in each 


pipe, the condensation in it, and fittings on it, 
steam pressure at the end of the 
that at the boiler. This is called and 


the condition requires that the end of each circuit should 


less 
“pressure drop,” 
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be a sufficient distance above the water line to allow 
of a head, or height, of water to stand in the vertical 
drop that will exert ifficient force to equalize the pres- 
sure As low pre ire gravity steam work is usually 
installed, a distance of 18 inches at this point is suffi- 
cient 

As we consider irious methods of heating this cottage 
there are other portant piping details which we will 
illustrate 


READERS 


ubject of 


SUGGESTIONS FOR 
( d on the 


HEN approache 
modern heating 


installing a 


ipparatus, the first question the 
cotta owner is likely to ask is, ‘‘What system, that 
will give atisfactory result can be installed for the 
east money?”’ 

It is not a hard matter to answer this question, for, 
vithout any doubt, a low pre ire gravity system of steam 
heating, with extended or circuit mains, can be installed 
at |e cost than any other modern tem, as less ma- 
terial and labor I required 


wo Miles to a 


‘és WO miles to a comfort station’ would undoubtedly 
give to future generations a fair idea of how far 
our present civilization has progressed The use 


of alleys for comfort stations is a practice which the police 


have to combat in all cities both large and small and is 
no credit to any community 
But the comfort station idea is growing rapidly and 
a - 
. * 
Mae » : iu. 


es “ 


to help it to grow still faster, it is proposed to teli 
here of an ideal comfort station in Chicago. 3ut fine 
as this comfort station is, it is a deplorable fact that 
it is still two miles to the comfort station that is nearest 
to it And this is typical of conditions in most cities. 
This municipal comfort station, located on Chicago's 
famous Lake Shore Drive, is much more than a comfort 
station Baths, a gymnasium and a children’s play- 
ground are only a part of its other conveniences The 


section has ten lavatories, ten closets, and three 


baths dressing room adjoining each stall. 


4 matron is in 


women’s 
shower with a 
charge 


There are towels, sanitary liquid 


soap and hot water in abundance at all times during the 


day and until ten o’clock at night 
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Would it not be a good plan for our readers to make 
estimate of the cost of installing each type of ap- 
shall figures for material 
will In this way 
a careful comparison of methods can be made. 
the install 
illustrated, figure that a and helper 
Monday morning and in a week of 
five and one-half days complete the job in every detail, 


an 


paratus we discuss, using cost 


and labor as apply to each district? 


Considering labor required to the system 


we have we man 


can go on this job 


including bronzing the radiators and covering the boiler 


and piping 
To make these articles of the greatest value to steam- 
fitters generally, we shall be glad to answer all ques- 


tions our readers desire to ask relative to each system 


illustrated, and to show by illustration such details as 


not otherwise entirely clear. 


The 


heating as 


are 
of steam 
illus- 
many 


discussion 
of the cottage 
will take up 


the 
warming 


continue 
applied to the 

The 
details of 
Article 


next article will 


trated this week next article 
f the 


(The 


Comfort Station 


The 
exception 


installation. 
Will Be Printed October 20) 
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important 
Second 


is similarly equipped with the 
five with the addition 
second floor is a 
There are also 
for and for women. 
children, a gymnasium for boys, a 
teeter totters and a sand pile help 


for men 
there 


section 
that 
of urinals and a cold plunge. 

men and 


showers, 
On the 
women. 


are 


reading room for both 
two gymnasiums, one one 


A playground for 


men 


wading pool, swings, 
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to make this a very popular place, especially during the 
hot 

The 
in many 
with many alleys between bearing the sign, “Commit no 


the summer 
that 
two 


months in 
however, is in Chicago but 


comfort station 


not only 
miles to a 


point, 
other cities, 


nuisance,” is a common thing. This is not, however, 
flattering to any city. And not have to hunt 
in the average city for localities where a stranger would 


be compelled to go several times two miles before he could 


one does 


find a comfort station 

The comfort station idea is growing rapidly and every- 
connected with the should make some effort 
to push it along, not merely because it pays to do so but 


comfort stations are signs of real civilization. 


one trade 


because 


Advertising Editorial 





A NEW ONE EVERY WEEK—No. 97 








Better Health 


EXT week is Good Health week. That means 
that everybody is out to make good health 
better health. ‘And why not? 

town, a neighborhood, a home is only as healthy 


A nation, a 


as its sickliest member. 

The plumber is the natural promoter of good 
health. For he prevents disease through sanitation. 
That is to say, the plumber pipes pure water into 
the home and pipes disease-laden waste out of the 


home. 
Then, too, the plumber has given the human 
family the complete bathroom—lavatory, closet, 





tub, shower—which, when used as it should be, is 
a health builder. 

Before the coming of the plumber the long arm 
of disease levied a heavy toll. Sanitation is teaching 
us to live better and to live longer. 

Good health! Good plumbing, good bathroom, 
good kitchen sink, good radiator heat—these are 
the foundation of good health. 











HE above Advertising Editorial is ror use in newspapers just 
_ of National Good Health week, October 21 to 27 
The Advertising Editorials, used regularly, pay 100 per cent, 
say many dealers and contractors who are using them 
. A new illustration each weel to make the Editorials hit 


will cost only 
Put if ordered singly—now 


They Pay 100 Per Cent 


35 cents a piece if you order for twelve we 


and then—they will cost 
nd the Editorials in your 


Order a dozen cuts, use them a 


paper for a dozen weeks and count the returns 


13 


75 cents each 


ahe 


id 


harder, 
eks in advance. 


local news- 


Hot AS es 
Home 


One of the 

Reasons why Hell 

Must be so unpopular 

Is due to the fact that 

It is reported to be 

Too hot. 

One of the reasons 

Why many homes 

Are sick homes 

All winter long 

Is because they are 

Too hot. 

Too much heat is as 
Uncomfortable as too little. 
The only way to avoid 

The ups and downs 

Of temperature in your home 
Is to adopt a heat regulator, 
Or else some other mechanical 
Device which keeps all the 
Rooms at the same even heat. 
People are like hot-house flowers. 
They cannot stand sudden 
Changes of temperature. 
Such changes make them ill. 
Such changes cause most of 
Our winter colds and sickness. 
Don't keep your home 


Hot as- 





| 4 / 
Well, Try Them 
NCE a week regularly clip or typewrite one 
O of the little toric like the story, “Hot as 
H—Home,"” printed above. Then hand the story 
to your local editor for him to reprint in his 
paper 
He will reprint it Sure he will He is look 
ing for such “filler is they are called 
People will read the torie week after week 
And you will see grow up in your community a 
greater interest ir thing i ited ith 
plumbing, heating and entilatir 
These little t es are not ad rhey 
tray bit of infor tion—general popular 
education The t Ad t 
Editorials 
If there is one thir ou need in your busi 
nes it is an educated public Well, then, edu 
cate it. If you don’t, who will? 


educated to want the 
buy then 


Only those who are 


things you have to sell 











Fourteenth Interesting Session of the 


Schoolmaster and His Class 


Conducted by R. M. Starbuck 


Several Past Problems are Reviewed—These Include Different Methods of 
Venting, More About the Wet Vent, and Plumbing a Three-Flat Building 
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shown in Fig. 139, 


H& incorrect drawing 
of the August 18th issue of ‘“‘Domesti« 
thé , f 


page 












































i particular object of our attention at this 
session of the ‘Class.’ 

We have divided the drawing Which have been sent 
in, into three groups The first group contains four cor 
rected drawings in which the common type of venting i 
used; the second group makes use of circuit and loop 
venting, and the third group handles the work in a similar 
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manner to those in the second group, but also makes use 
of dry vents 


The drawings submitted are as follows 


Group 1—-Louis Liess, Union Hill, N. J. (Fig. 1); John 
V. Ennis, Monticello, N. Y. (Fig. 2); H. W. Bryant, Holly 


Springs, Miss (Fig 3): A Shedroff, Cleveland, O 
(Fig. 4) 
Group 2—Wm. F. Egan, Erie, Pa. (Fig. 5); Max 


Buehler, 

Wis. (Fig. 7) 
Group 3—David 

J. Martin, Vancouver, B. C. 


Lima, O. (Fig. 6); Alfred T. Walter, Milwaukee, 


Vancouver, B. C (Fig 8): L 


Ross, 


(Fig. 9) 


Fig. 139 was given with no floor plans to govern the 
work, and therefore each one is free to run his stacks 
as he sees fit. For this reason there is a variety of 


different layouts 


THE FIRST GROUP 


IGS. 1 and 2 seem to handle the 
FP ner the same manner. The points of chief inter- 
est concern the two groups and B. In 
Fig. 1 the stack 


work in very 


of fixtures at A 


has been so run that two of the water 


14 


closets are so close to it that they do not require vent- 
ing. This is a worth while saving. Another saving 
is made by connecting the two lavatories at B in the 
way that Fig. 1 shows it, rather than the Fig. 2 method. 
The latter is perfectly O. K. from a sanitary standpoint, 
but not so simple and inexpensive as the other. We 
like the Fig. 2 method of connecting the bath wastes, 
which allows the use of the continuous vent. 

In Fig. 3 the grouping is so arranged that only two 
stacks are used, whereas Figs. 1 and 2 show three 
stacks. 

Much that was said about Figs. 1 and 2 applies to 
Fig. 3 Perhaps the chief criticism of the latter is 
unnceessary use of material. The two top floor lava- 
tories need not be vented, and the two lavatories on 
the second floor might better be connected as in Fig. 1. 

Fig. 4 shows a layout of the work quite different from 
all the others The points that are of special interest 
to us are the connections for the two groups of fixtures 
at X and Y It seems to us that in both cases an en- 
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Fig. 2 


tirely high grade sanitary piece of work has been done, 


with a minimum amount of labor and material called 
for. The original drawing of Fig. 4 was not a thing to 
brag about, as a matter of fact, and we are looking 
for a very much better drawing next time. For the 
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man who knows plumbing as thoroughly as the draw- 
ing shows, is capable of putting his ideas into a drawing 


in good shape also. 


THE SECOND GROUP 

IG. 5 shows Fig. 139 

) eer on the groups of 
vent, it will be remembered, is a 
cuit vent, and is used under conditions that 
essary to carry the circuit vent over the top of the line 


vents 


loop 
cir- 


worked out with loop 


The 
form of 


water closets. 
modified 


make it nec- 






















































































of toilets, before entering it into the main vent stack 
The chief criticism of Fig. 5, as in so many other in- 
stances, is too great a use of material, especially on 
the vents. The vertical circuit vent at L seems to us 
unnecessary; also the venting of the toilet and lavatory 
at M. If it is O. K. to put in a top floor lavatory, as 
at N, why not do the same way at M? We do not 
> 
4 
Ut Ut 
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Fig. 3 
like the connections for the two lavatories at O. How 
much better to make them after the manner of Fig. 1. 
Fig. 6 shows the stacks located differently than the 
other drawings, and we rather like the arrangement. 
Loop vents are used on both groups of water closets, 
and the lettering on the drawing shows a loop vent for 
the lavatories; but this is wrong, as it is not a loop 
vent, but simply a series of continuous vents connect- 
ing into a main horizontal vent line. 


>, and we find 


group 2 
ind for the layout of 


drawing in 
drawing 


Fig. 7 is the third 
it excellent, 


the plumbing that it 


both as a 
shows. 


THE THIRD GROUP 
from members 


IGS. 8 and 9 show two drawings 
of the class in Vancouver, B. C. As we have already 


seen, in previous articles, this particular city is work- 
ing under an ordinance which is quite different from 
those that most of us are used to, and which favors, 
to a considerable extent, the use of wet vents. 

These two drawings are quite a bit different in their 
way of handling the work, and yet both, as we under- 
stand, following the Vancouver ordinance. 

Fig. 8 shows practically the same methods of connec- 
tion at X and Y as Fig. 4 shows, and we think they 
are well done. It will be observed that both Figs. 8 
and 9 show several wet vents. 
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fact that, in 


water closets, 


from the 
vent to the 


Fig. 9 is of special interest 


addition to applying the circuit 


it also applies the same principle to the groups of 
lavatories When we made up the incorrect drawing, 
Fig. 139, we wondered whether any submitted draw- 
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Fig. 4 
ings would show the lines of lavatories handled in this 
way, and are pleased to find this illustration making 
use of the principle on the lavatories 
It is interesting to note how many different layouts 
have been worked out for Fig. 139, and we imagine 
that twice the number of drawings would have shown 


as many more layouts. 
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Fig. 5 
Not so many have sent in really first-class drawings, 
as we would like to see, and we certainly hope that 
members will extend themselves in this direction as 


much as they can, for we are interested not only in 


good plumbing but in good drawings also 
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SOME OLD PROBLEMS DISCUSSED 
ECENTLY we received from David Ross 





in the July 21st issue Due to lack of space, we are 
able to show only one of these, the most important 
of the four, in Fig. 19 He also submits a drawing on 
- 
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Fig. 6 


the other 
in Fig. 11 
We have already 


problem in the same issue, which we show 


taken up the consideration of these 
two problems in a previous issue, but are glad to show 
these two 


drawings, which 


the thinking out of the 


show unusual attention and 
problems involved, 
( omplete 


toilet 


Fig. 10 gives a 
this public 
seems to be O. K 

Fig. 11 is the 


very 


layout for 
and the 


the plumb- 


ing of arrangement 


room, 


elevation of the plumbing system for 


4 nm + 
4 ~ + > 
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Fig. 7 
the house whose floor and cellar plans were shown in 
Figs. 112, 113 and 114, and is of special interest, as 


showing the manner in which a simple plumbing system 
of this character would be handled under an 


which vents. 


ordinance 


calls for the use of wet Concerning the 


ENGINEERING 


Vancouver, 
drawings covering the problem of Fig.111 


class of 


tended to Mr. 
have seen in 
ingly 
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venting, Mr. Ross has the following to say: 


will 


“The vent- 
of criticism, but 
opinion is very 
efficient, owing to keeping all the pipes flushed, without 
any danger of siphonage.”’ \ 


ing, I know, come in for a bit 


it will pass our by-laws, and in our 


From the foregoing Mr. Ross evidently expe¢ts criti- 
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Fig. 8 


cism jut this is the fourth or fifth piece of work he 


has submitted showing the use of wet vents, and we 
have not heard a peep for or against from a single mem- 
ber of the class. 

We have lying 


waiting to see what 


been back in our chair, so to speak, 
might happen, for, as we all know, 
kind is treason according to the ideas of 
these articles. On the other 
hand, there are other localities which are installing this 


¢ 


work of this 


many a man who reads 


work, and we had expected from some of these 
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Fig. 9 
sections a word of sympathy and the glad hand ex- 


Ross. But in vain. In other words, we 
this subject proper fodder for an exceed- 
interesting ‘discussion, and we 


hope it will yet 


come 
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We shall be glad to publish any criticism against such 


work as Fig. 11 shows, and then we shall be equally 
glad to hear Mr. Ross’ come-back, for we believe he 
is equal to it. 
THE WET VENT 

N FIG. 11 the sink has a wet vent, also the wash 
I trays. As a matter of fact, the water closet also 
has a wet vent, but, so far as we know, the connection 
of the lavatory as shown would be accepted as first- 
class work anywhere. 

Why is there no criticism against wasting the lava 
tory into the vent for the water closet? 

The answer to this question is that this lavatory 
waste connection could not possibly have any siphonic 
influence on the water closet, and for that reason it 


is allowed. 


If it could be as clearly proved that the bathtub waste 


have no influence on the sink, or the 


floor 


would siphonie 
first lavatory on then 
more friendship would be displayed for these wet 

What do YOU think about it? 


the wash trays, 


perhaps 
vents 


Let’s hear from you. 
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Fig. 10 
The long horizontal refrigerator waste has to travel 
nearly across the cellar to reach the wash trays, and 
we think it would be stopped up most of the time 


Some other means of disposal should be arranged for 


PLUMBING FOR A THREE-FLAT BUILDING 


OR some time we have been trying to find an op 
portunity to show five corrected drawings of Fig 
54, published in ‘“‘Domestic Engineering’ back in the 


issue for May 12. These five drawings came to u 
several weeks after this drawing had been taken up in 
a regular session of the class We find it is going to 
be impossible to do this, however, and shall have to 


omit all but one of them 


This one is shown in Fig. 12 and is the work of 
“M. F. M.,” Port Washington, N. Y., an apprentice The 
drawing is mighty well done; it is the first one he has 
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submitted, and it seemed too bad not to give him the 
encouragement of publishing it sooner 

There are quite a number of points concerning the 
connections shown that might be improved We haven't 
the pace for going into a discussion of the draw- 
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Fig. 11 


ing, but the criticisms of some of the drawings of Fig. 


139, made by us earlier in this article, will cover 
some of the wrong features of this work also 
The other four drawings of Fig. 54, all of which 
were excellent, were from D. K. Anderson, Zion, IIL; 
Chas Weingart, Brooklyn, N. Y.; “L. K.,” Ossining, 
N. Y and L. Cornett, Paterson, N. J 
THE ESTIMATING COURSE 
N BRINGING this article to a close, we want to call 
I attention to the course in Plumbing Estimating that 
we are going to start in the October 13th issue. For the 








next few months our regular series will be devoted to 
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Fig. 12 
this subject, and the discussion of the work submitted 
will be taken up in the next session of the class fol- 
lowing, just a ve have been doing with the incorrect 


drawings. 











The Greatest Gamblers in the World 


The Demand for Sanitation and the Relation of Outhouses to Epidemics, 


as Presented in a Paper by James Smith, Plumbing and Sewer Inspector 


of Winnipeg, Canada, at a Recent Convention of the American Society of 


Sanitary Engineering, Held at Davenport, Iowa 





( ITARY the greatest gamblers in 
6 ‘ iid man in t trad i few da 
] a mbl Viti I n lives by 
the n i Sanitar ‘ nes rambling 
for li million and are winning on every 
count 
Jame Smit plumbing and sewer inspector of Winni 
peg ( paper ch va read before the 
in ! al iT Engineeril it their recent 
conve! ] port lowa said that in the city 
f Wir | { numl of case f typhoid fever was 
educed t t ‘ t ratio to the reduction in 
| number ¢ pr or outhouse 
In a period of eighteen year according to the paper 
em of « of typhoid fever in Winnipeg were 
reduced from o1 thousand six hundred six in 1904, to 
nineteen in 1922, while the number of privies were re 
duced I ) x thou d three hundred thirty-nine to 
thre 1 1 « ty-nine in the ime period, and there 
! ! ! i death from typhoid fever originating 
Winniy for three ur 
Typhoid Fever Will Some Day Be Extinet 
| ‘ reason to hope that ere many generations 
come | o, typ! d fever will be extinet The notto 
of tl New Yor tate Department of Healt} Public 
health is purchasable and within natural limitation any 
community can determine its own death rat ind thi 
motto pecu v applicable to typhoid fe Evers 
cit n Euroy lon the American continent } reduced 
t tvl oid f I rate Ver considerabl i! tn last 
vent years 
Measuring Sanitary Progress 
It was to me very interesting study to go back ove 
the round covered in past year and measure the 
progre made from year to year and find that the 
installation of initary plumbing had such a direct beat 
ng and benefit on public health Iam well aware that 


adopted of measuring that 


convinced that it i 


i fairly aecurate one It is true that typhoid fever may 


oceur even in epidemic form in clean cities with all modern 


initary equipment, because it has its origin from a 
number of cau chiefly through the partaking of in 
fected food or water but it has been clearly proven 


that while it may enter, it cannot long exist in a mod 


rn cit A recen ummary of the typhoid deaths in 
fiftv-seven citi of the United States shows a reduction 
from 4114 in 1910 to 851 in 1922, notwithstanding an 
increase of approximately six million in the population 
during the same period In terms of the death rate 
per 100,000 the reduction is 19.59 in 1919 to 3.15 in 


7999" 


The Country, The Weakest Link in Our Sanitary Chain 
We find, however 


nation of typhoid fever has not 


that the same progress in the elimi 


been made in the rural 


tricts as had been made in the cities The Assistant 
States Public Health 
Rural Health Work 


Outside of the cities, the 


urgeon General of the United 


Service writing recently on said 


regarding rural sanitation 


majority of our population is still exposed to the diseases 


that result from insanitary urroundings and lack of 
knowledge of hygiene One need not travel far to find 
communities with no conception of public health princi- 


ples and persisting in the habits and practices of fifty 
years ago In one of these communities with which I 
am familiar, the death rate from typhoid fever was 24 
per 100,000 last year, while that of the nearest city 


was four and four-tenths.’ 


Lack of 


about 


Rural Health 


cent of 


Service 
“Only 


provided 


eleven per the rural population 


with local health service under the direction 


ff a whole-time health officer,” said Mr. Smith in his 
paper 

“Resenau dealing with the same subject says: ‘The 
eradication of typhoid fever is easier in cities than in 


country districts; clean citic now have less”. typhoid 
fever than surrounding rural region Cities can well 
afford extensive and expensive sanitary works which are 


beyond the financial possibilities of a sparsely settled dis- 


trict Further, they can well afford to employ skilled 


ind experienced health officials and are financially able 
fo engage the service of experts On the other hand, 
ach farm house represents in miniature all the prob- 


ems with which the city deals by 


the 


wholesale The coun- 


trv is weakest link in our sanitary chain.’ 


Afford an 
Sanitation 


\ Farmer That Can 
Afford 


agree that the 


Automobile Can 


‘I do not farmer is often not financially 


able to have sanitary equipment, A large percentage 
of our farmers have automobiles and a very small per- 
centage have sanitary plumbing If they can afford one 


they can afford the other and apart from the convenience 
and comfort 


the 


sanitar the argument as 
health of the 
that 


plumbing 


from plumbing, 


it affects public community is incon- 


trovertible There is no farm need be without a 


reliable water supply, sanitary and a_ septic 


tank sewage disposal system Even in this climate of 
forty degrees below zero, we have successfully equipped 
farms with a complete system having a disposal field 
not more than eighteen inches underground which works 
perfectly summer and winter, and the cost of the com- 
plete work does not exceed in most cases the price of 


a Ford car 
Summary 
cities control 


the 


that 
extent by 


“To summarize, I have shown can 


typhoid fever to a very great elimination 


of old fashioned and insanitary privies and a great deal 
has already been done along this line and the saving 
of thousands of lives annually cannot be measured in 


terms of dollars and cents. Much, however, remains 
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still to be done in the older 


cities in eliminating privy 
vaults, earth and pit closets and at all times a great 
work awaits us in the rural districts where sanitary 
plumbing should be preached in season and out of sea 
son, not so much because of its convenience, but because 


of its beneficial effect on the public health. 


“If you will permit me to make a suggestion I would 
like to see a table of figures on similar lines to that 
which I have submitted, made up for each city and state 
represented in our organization and laid before us at 
our next meeting It would, I am sure, be a most inter 
esting exhibit. Osler said some years ago ‘The prev 
alence of typhoid fever in any community is one index 
of the civilization of that community.’ Sanitation and 
civilization have ever gone hand in hand.”’ 


Following the reading of Mr. Smith's paper at the 


convention a request was made by President Groeniger, 
that each one present prepare a survey of the terri 
tory under his supervision with reference to. privies, 
and to bring this survey to the next convention to be 
held in Philadelphia in 1924, in order to develop. still 
further information in regard to the relation of privies 
or outhouses to typhoid fever and other epidemics 
Plumbers everywhere cannot too strongly point out to 


the elimination of 


sanitation As 


their communities through 
said, ~* 


community can better afford anything than poor health.” 


typhoid 


perfect has many times been 


BLECK BOARD EpigRAMS 





blackboards $ 


shops, and \ 
every morning they write one 

epigram on the Those 

who have done for a 


ANY dealers 
in front of 


have 


their 


blackboard 
this regularly 


few weeks, keep on doing it regularly 


For it pays. The dealers say so. The 
epigrams create an_ interest They 
stamp the dealers as live men And 
the public likes to do business with 
men who are live. 

This Blackboard Epigram space fur 


nishes the epigrams. Alla dealer must 


furnish are these—a_ blackboard, a 
piece of chalk, and a minute a day 
The public does the rest 

Here are this week's epigrams. Try 


them on your blackboard. 


Some women want their husbands 
to act like the heroes in the movies 
x * * 

A fool and his honey are soon 
mated. 
* * 
There is no soak without some fire 
water. 
r ‘ " 
When a man thinks a girl's piano 
practice is music-—that’s love 
* * * 





Most air castles are built with gold 
bricks 
* * 
The milk of human kindness often tastes of the can. 


* * * 


You can’t judge a girl’s beauty by her photo. 
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The Story of Sanitary Pottery 
in Pictures 





Sanitary Presser Finishing a Piece of Ware 
The 
excess clay is trimmed off 


various sections having been 


and the 
piece is made as smooth as possible. 


joined together, the 
entire surface of the 
As will be seen from 
the picture, the pieces of ware are supported upon plaster 
bats or wooden frames while still in a 
strong enough to their shape against 


strain that they might receive from handling. 


wet condition and 


are not retain any 
The ware is then placed upon racks and left until it is dry 
enough to handle when it is taken to the green room 


Picture No. 13 will be published next week 


The Schoolmaster and His Class 


( ntinued f I ) 

We certainly look upon. thi opportunity a most 
valuable for anyone who i anxiou to obtain knowl 
edge of this most important ubject— timating We 
ourselves are looking forward to. thi work with the 
greatest interest, and hall be disappointed if we ean 
not work out of it something that will be vorth any 
man’s time to get 

October 13th is the date of the first round, and then 
we will try to give you a general idea of what we 
have in mind. 

Two comfort stations at Hot Spring \rk built by the 
government at the cost of $7,820, have just been thrown 
open to the public, one for women and one tor men. They 
are located sixty feet back of the main promenade on 
‘“Bathhouse Row The dimensions of the tations are 
92 x12 ft., and the architectural style conforms with the 
other type of buildings along the row. The exterior walls 


ure stucco finished, while the interior 
red tile 
are equipped with the 


walls and floors are 


Both stations are well ventilated and lighted and 


most modern plumbing 











VESTION S" & ANSWERS 

















This department is a clearing house for ideas and is open to every reader of “‘Domestic Engineering.” Problems sent in are 
replied to at the earliest possible moment by “Domestic Engineering’’ and this department can be made more valuable if readere 
themselves will help the man who needs assistance. Read the questions and answers. If you have had similar problems, or knew 
from experience how the faults can be remedied, do not hesitate to send in your comment or criticism. It will be some satisfaction 
to you to know that you have helped a fellow craftsman and a pleasure for us to pass on the data. ‘Every man owes some of 
his time to the upbuilding of the profession to which he belongs.” 














SLIGHT CHANGE IN VENTING MAKES THIS INSTAL- We are aware of the fact that you are in favor of all 

LATION SANITARY vents being dry vents; but the question that we desire to 

have answered is: Vhether or not this job is a sanitary 

Editor, ‘“‘Domestic Engineerins We are attaching a ob, and if you think that closets could be flushed in a 

sketch of a plumbing job which we recently installed in a way that would siphon either of the fixtures. We have 

school building. We would like you to advise us whether made this type of installation here in Tennessee, and have 

you consider this a sanitary job of plumbing We have tried out jobs in every way in order to make them siphon 

several hundred dollars involved in this installation, which the traps, but failed, and for this reason we called this a 
is under a concrete floor with vents chased into brick wall initary job of plumbing 

= We will appreciate it very much if you will answer this 

] question so we can show your answer to our school com- 

J mittee in order to settle this matter without going to the 


; en ; expense of reventing. 


| Jat spa Our aim at all times is for better plumbing at less ex- 
eS | pense for material and labor, giving supply houses an 
1 
4: opportunity to sell more material and plumbers an oppor- 
7 
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Fig. 1 
The school committee has been informed by a local tunity to secure more work at a price at which a great 
plumber that the job was not sanitary, and unless we can number of people can afford to buy 
convince this committee that the job is sufficiently vented Tennessee. Ww.S 
not to siphon any fixture trap on the job, regardless of how — 
many closets are flushed, we will have to spend consider We believe that it is impossible to siphon any of the 
able money to install separate vents on each closet and on closet traps, or the lavatory traps in the piping arrange 
both lavatories ment shown, particularly as we note that the horizontal 
20 


October 6, 1923 DOMESTIC ENGINEERING 21 


run is of 6-inch pipe. But the system illustrated is a viola- INTERESTING LAYOUT OF SPRINKLER PIPING 

tion of accepted back-vent principles, inasmuch as the FOR A GOLF COURSE 

back-vent from closets is connected into the vent stack ———--- 

below the lavatory trap. It should connect above the trap Editor, ‘‘Domestic Engineering’’ We understand you 

and well above the lavatory slab level. can help us with a sketch of a layout for a golf course, 
Otherwise we would consider the arrangement sanitary. so we are sending to you a blue print showing the layout 

We know that some codes call for individual vents, and of the different greens and the location of the pump 

some allow venting on this principle You should go by house, ete (See Fig. 1.) We might say that in this 


your code, whichever way it is, as the people who prepared case we are using a pump with a capacity of 4,500 
your code know best what is most suited to the conditions gallons per hour, and a 5,000 gallon tank, and it is 
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Fig. 1 


existing in your vicinity; that is, the locality in which necessary for us to have a pressure of 40 Ib., at the 


this job is done. farthest green with four greens operating at one time, 
If the code having jurisdiction over this job calls for giving them 600 gallons per hour at every green 
individual back-venting of all closets, then you should If you can give us a layout of what you consider the 
have done so, no matter whether you consider it right or proper size pipe to use in order to give the pressure 
wrong. The code is a legal instrument to regulate plumb- required and the proper distribution of water, it will 


ing, and every plumber must go by it, regardless of his be very much appreciated 
individual opinion. Canada 

If the code does not specify that each closet must be 
separately back-vented, then your installation may be con- 
2-inch that the power plant, where the tanks will be, is very 
favorably situated It is fairly central to many of the 
greens We also note that the distribution of water 





Studying correspondent’s layout in Fig. 1, we note 
sidered quite sanitary after you have changed the 
vent connection to a point above the level of the lavatory, 
as suggested. 
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Main A ipplie even greens; main B 
greens; main ¢ ipplies three greens; and 
plie X green making 18 greens in all 

We understand it is the intention to hav 
out Oo that the attendant can water any 
by operating its valve at the tank so that 
have to travel over the course to do it 
the intentior ind it ji i labor aver “ 
irranging the piping layout ubstantially 
The chief advantage of this arrangement 
course will he more equally divided up 
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then supply four greens instead of seven 


supply five greens instead of only two 


supply four instead of three Main D will 


instead of six 
In Fig. 1, mains A and D start out with 


B is 114-inch; and C is 2-inch These pipes 
enough and no doubt the system as laid out 


satisfactory But in Fig. 2 there will be 


pipe as there is no 3-inch pipe. All mains start 


2-inch pipe and reduce as they go along Le 


main supplies four or five greens, not more 
The short individual branches to greens 
inch pipe The long ones, or those at the 


from tanks to greens is laid out in four separate systems 
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mains should be 1-inch pipe The reductions in pipe 
sizes may be made as noted. 

We believe layout Fig. 2, which represents our sug- 
gestion, and which we trust can be worked in, will 
furnish 600 gallons per hour per green with a nozzle 
pressure of about 40 pounds and a tank pressure of 
about 75 or 80 pounds 

The tank, we presume, will be of the pneumatic type, 
not un open tank elevated as the elevation would re- 
quire to be about 175 ft. to get the correct pressure 
it the nozzles Therefore, it is possible to raise the 


ank pressure to whatever may | 


e required We figure, 
iowever, that the foregoing pressures are about right. 
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We suggest that the pump and motor be arranged to 
be able to pump the volume specified against a back 
pressure of 100 pounds, and the tank should be tested 
to 125 or 150 pounds hydraulic test after being set. 

We compliment “O. R.” on his layout, but suggest 
that he give our sketch careful consideration and take 
from it such points as he considers can be incorporated 
to good advantage in his own layout. In doing so he 
must keep in mind the topography and general charac- 


teristics of the course. 


C. H. Gebhart, of Charleston, W. Va., has been ap- 
pointed city plumbing inspector by Mayor Wertz. 
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CENTRAL SUPPLY ASSOCIATION OPENS ANNUAL 


MEETING 
Just as we go to press, the Central Supply Association 
is opening its 29th annual meeting at the Hotel Drake in 
Chicago, with a good attendance A complete report of 
the meeting will be published in next week's issue of 


“Domestic Engineering.’ 


PLUMBING SUPPLY JOBBER IN 
MIDDLETOWN, N. Y. 


NEW 


Railroad 
organized as 

Gerald A 
head 


Middletown Plumbing Supply Co., 4-6-8 
Middletown, N. Y 
and h 
Merwin are 


The 


avenue, has just been 


jobbers of plumbing eating supplies. 
Rode and 
of this new 
in Middletown Mr. Rode 
son Co., Inc., New York 


the plumbing and heating trade in 


Kenneth G. partners at the 


jobbing concern 
with J. D 


well 


venture, which is the only 


was formerly John 


City, and is acquainted 


with his section 
COMPANIES RECENTLY INCORPORATED 


The National Electric Water Heater Co., of Clevpland, 
Ohio, incorporated to manufacture water heat 
ers. The incorporators are: J. H. Schaeffer, Paul Gilbert, 
R. A. Ritecher, C. H. Buhl, W. F. Muth and John Schmeller 
Mica Co., of Mass., 
capital of $25,000. The 
Quinn of 69 


William G. 


has been 


The Eastern Boston, has been in 
corporated with a 
Haley, James F. 


Mass., 


incorporators 
Joseph F. Thorndyke 


Cambridge, 


are 


street, surns. 


and 


JAMES W. KELUY BUYS HIS BROTHERS’ INTERESTS 


Kelly & Bros., manufacturers 


404 South 


The business of Thomas 


of plumbing avenue, 


specialties, at Kolman 


Chicago, has been taken over by James W. Kelly and 
his three sons, James, Thomas and John. Upon the 
death of Thomas Kelly, his brother John bought out 
the interests of Thomas Kelly. Now James W. Kelly, 
who has been in the business for forty-five years, has 


brother John, and the 
James Kelly 


Kelly & 


purchased the interests of his 
business will be 


under the old 


conducted by and his three 


sons, name, Thomas Bros. 


NATHAN L. REMES FILES BANKRUPTCY PETITION 


Nathan LL. Remes, plumbing supply jobber at 94 East 


Fourth street, New York City, has filed a petition in 
bankruptcy scheduling liabilities of $27,544 and assets 
of $11,709. 

ASSETS OF ACKERMANN SUPPLY CO, SOLD 


The stockholders of the Ackermann Supply Co., of 
Minneapolis, Minn., have voted to sell the corporate as- 
sets of this company to Cochran-Sargent Co., of St 
Paul, Minn. The sale will be consummated this week. 


JAS. B. 


CLOW & SONS PURCHASE SULLIVAN PLANT 


Sons, of Chicago, have purchased the 


Jas. B 


Sullivan 


Clow &« 


Machinery Co.’s plant at Lake street and Tal 


Chicago, and 


man avenue Will take possession at once 


CONCERNS DECLARING QUARTERLY DIVIDEND 


ha declared a 
COMMON 
Dividends 


of reeord 


The Ohio Brass Co., Mansfield, Ohio, 


quarterly dividend of $2 per share on the 


tock and 1% per cent on the shits ieadeetg 


will be paid on October 15 to stockholder 


September 29 
York 


October 1 the regular 


Pierce, Butler & Pierce Mfg. Corporation New 


City, has declared and paid on 


quarterly dividend of 1% per cent on the 7 per cent pre 


ferred stock, to stockholders of record September 20 


OI, BURNER MANUPACTURERS FORM ASSOCTATION 
Manufaet 


industrial oil 


The American Association of Oil Burner urers 


a national organization of both home and 


burner manufacturers, was recently formed in Chicago 
One of the principal aims of the association is to give 
accurate information regarding oil burners Wallace C 
Capen, Home Appliance Corporation, St. Louis, wa 


Galesburg, Ill 


will 


Leon D jecker, 


Temporary h 


elected president, and 


was made acting secretary eadquarters 


be maintained at 518 Bank of Galesburg Building, Gale 


Jackson boulevard 


burg, Ill... and room 605, 20° East 
Chicago The association will gladly answer inquirie 
from interested individuals or firms concerning all kind 
of oil burning 
ASH CABINET COMPANY INCORPORATES 
The Ash Company, 506 Wayne avenue, Dayton, Ohio 


name of The Ash Cabinet 


operate at 


has been incorporated under the 


continue t 


& Manufacturing Co., and will 


the same address 


NEW PLANTS AND ADDITIONS 
Crane Company, Chicago, will erect a three or four 
story building on the old Tampa Bay frontage, Tampa 
Fla., and will make this its distributing point for south 
Florida 
The Lennox Furnace Company, of Marshalltown, Iowa 


is about to begin the construction of the third unit of 


its factory at a cost of approximately $20,000 


The Coast Heater Manufacturing Co., of Monravia, Calif 


has just broken ground for a new plant for the manufac 
ture of hot water heaters George D. Wilcox is vice 
president of this company 

The Detroit Torch & Mfg. Co Detroit, Mich., is en 
larging its manufacturing facilities The latest addition 


according to KE. J. Horn, president of the concern, is a 
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i A Vill add over Ho0 q. ft of floor 
p machine and plating 


CTICA HEATER CO. MOVES NEW YORK OFFICE 
T) Ut Heater Compan of Utica, N. Y., has moved 
ff ; York City to larger quarters in Suite 
$43, Grand Central Terminal Building. The office is 
‘ H. I 1) nd R. W. D eux 
WORCESTER PLANT SOLD 
| \r n t m Gauge & Valve Co of Boston, 
| J | I plant at Worcester, Mass., to 
George M. W ht, former head of the Wright Wire Co., 
A new ¢ poration has been formed in Wor 
‘ oO $1,000,000, and will start opera 
GETTING READY FOR THE NATIONAL TRADE EX- 
TENSION BOREAU'S LOOSE LEAF BINDER 
| li ‘ ! I yumended by the National 
I lox I rapidly increasing in favor 
] Beato ( iw Mfg. Co., of 
New Britair ( recent l ied it discount sheet of 
the proper , nd correct punching to fit this binder 
A not ) t discount sheet read “This 
discount sheet may be used with the loose leaf binders 
recommended b the National Trade Extension Bureau.” 


MANUPBACTURERS REPRESENTED AT CAROLINA 
EXPOSITION 

Amor the manufacturers affiliated with the plumb 
ing and heatir industric who exhibited at the annual 
ad n-( rolir Ixy ition at Charlotte, N. C held 
eptembe 24 to October 6th, were the following Fresh 
Water Pump ¢ of partanburg, S. C General As 
best & Rubber Co., of Charleston, S. C.; J. B. Davis 
Manufacturing Co., of Charlotte and the Latta Martin 
Pump Co., of H ( 


EXHIBITOR AT WOMEN'S ACTIVITIES EXHIBIT 


The second annual Women’s Activities Exhibit was held 

the 1 room of the Hotel Commodore in New York 
Cj from ber 24 to September 29 Many at- 
tracti iD } f all sorts displayed products for the 

ome beautiful Among tl exhibitors was The De- 
Bar Compat of Brooklyr N. ¥ which maintained a 
booth 1 De-Bar bronzing liquid, bronze powder 
nd cre ote 


REPRESENTATIVES APPOINTED FOR LEBANON 


MACHINE CO., INC, 

The Lebanor lachine Co., Ine Lebanon, N. H., has 
inno d ti appointment of the following representa 
t » handle t le of i products in their various 
territorie T insor team Specialty Co., 1597 St. 
Clair ( ind, Ohio, with offices, also, at 252 
Jeffersor t Detroit Mich., will cover the 
northern half of Ohio, dividing line running just north of 
Columbus, nd the entire tate of Michigan Oscar C 
Andersen, 1702 North Talman avenue, Chicago, will 
cover Chicago and Milwaukee Lucien L Carr, 208 
South 24th street, Omaha, Nebr., will represent the com- 
pany in eastern Nebraska and western Iowa. Joseph G. 
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Walsh Kansas City, Mo., will 
be the Kansas City representative. J. G. & Rushby 
Midgley, Dooley building, Salt Lake City, Utah, will cover 
Hulting, Hurst & Hulting, Monadnock 
building, Francisco, Calif., will cover San Francisco. 
Jesse B. Royalty, 411 East Yandéll Blvd., El Paso, Texas, 
will cover northeastern Texas and southern New Mexico. 


109 Reliance building, 


Salt Lake City. 


San 


FRESH WATER PUMP CO. ANNOUNCES 
APPOINTMENTS 





The Fresh Water Pump Co., of Spartanburg, S. C., 
announces the appointment of the following plumbing 
heating concerns as distributors of its products in 
Plumbing Co., 


and 


various parts of North Carolina: Acme 
Charlotte; Dixie Plumbing and Heating Co., Gastonia; 
M. G. Newell Co., Greensboro and Phelps & Pfaff at 


Vinston-Salem. 

APPOINTS REPRESENTATIVES IN SEVERAL STATES 
The Curtis Bay Copper & Iron Works, of Baltimore, 

Md., announces the appointment of Wm. P. Horn Company, 

San Francisco, Calif., with branch offices at Seattle, Wash.; 


Portland, Ore., and Los Angeles, Calif., as sales represen- 


tatives for the entire Pacific Coast. Johnson, Criddle & 
Company, of Norfolk, Va., have been appointed sales 
representatives in Virginia, North and South Carolina, 


Georgia and Florida. 


PLUMBING FLOAT WINS FIRST PRIZE IN PARADE 
IN WASHINGTON, D. C. 

Crane Co.'s float won the first prize in a large parade 

which held in Washington, D. C., on the 

day A hen ground was broken for the Anacostia Park near 





was recently 
that city. 
TO REPRESENT FLUSH VALVE COMPANY 

The Leo Flush Valve Company, 6500 Fifth avenue, 
New York City, has just appointed one Philadelphia and 
two representatives to handle the sale of 
its products. L. A. Barry will be the Philadelphia rep- 
resentative, with headquarters at 5838 Master street in 


Pacific Coast 


that city; J. T. McDevitt, 808 Postal Telegraph Build- 
ing, San Francisco, Calif., will be its representative in 
San Francisco, and J, H. Sutthoff, with offices in the 
L. C. Smith building, Seattle, Wash., will cover the 


Seattle territory 


NEW ENGLAND METAL PRODUCTS GOLF ASSOCIA- 
TION ENTERTAINS DELAWARE VALLEY 
TRADE GOLF ASSOCIATION 
The New England Metal Products Golf Association en- 
tertained the Delaware Valley Trade Golf Association at 
Wannamoisett Country Club, Providence, R. I., on Wed- 
nesday, September 12. The day was ideal for the gather- 
ing and the result was a record number of contestants for 

an inter-club match. 

The morning was devoted to eighteen holes of medal 
play. In the afternoon there was eighteen holes of 
match play between the two associations for the Hubbard 
cup, which was presented by F. W. Hubbard, of W. B. 
Hubbard & Sons, Boston, president of the New England 


Supply Men's Association. The trophy was won by the 
New England Metal Products members 12 to 6. The 
cup must be won three years to become the permanent 


property of the club. 
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In the morning and afternoon contests three prizes were 

awarded for the best gross and the best net scores. Prizes 

which went 

Phil Tatler 

the greatest 

the 
18 holes, and the worst 36 holes were awarded prizes. 


were also awarded for the most holes in 
to S. H. Moon for the morning 
for the afternoon play. The 


number of birdies, the best 


par, 
play, and to 
persons having 


selected 18 holes, worst 
Following the morning play, dinner was served at the 
There 


was plenty of general sociability. 


clubhouse and was thoroughly enjoyed was no 


formal speaking but there 


Scores for the morning match were: 
Gross Hdep Net 
S. H. Moon, D. V. 84 . 16 
R. Savill, D. V 102 25 i7 
G. Bell, D. V... ry. , 
G. Bridgman, I). V roo 20) gi) 
H. V. Dennison, N. 1 10 y 
C. A. Pastene N. E 94 12 82 
Pr. Tatier, D. V s9 6 83 
Ww. M. Carey, D. V he 9 83 
G. Arnett D. V 0 20 g2 
H. D. Nickerson, D. V ) 12 g3 
W. J. Eddy, N. | r 20) 85 
Dr. W. Ada , i | l Rt 
BE. B. Lane N. E ( ) 
H. S. Maddox I>, V 1¢ ( 
J. S. Nicholl, N. | 102 10 q? 
A. Tor nson, bb V L1t 18 is 
H. W. Thorndil N. |} ‘ 14 Y 
I M. Dobbir I \ 0 5 
P. Faherty, D. V ( $7 
T. E. Powers, D. \ 17 18 
F. W Hubbard I 0 ’ 
B. W. Wade, N. } 0 rT 19 
} A. Monro N.. § ! 24 4 
W. F. Stearn, N. | ‘ i pv 
( F. Glavin, N. kb 11% 20 99 
Ik. DPD. Cheseboro, > Ie 104 14 10 
H. M. Marshall 148 24 124 
R. D. A. Thompson, N. 1} : thy 4 87 
P. W. Donoghue, N. BE 5 : 87 
Rt. G. Bookhout 112 Vs 94 
W Brecht, D. V No Card 
J. A. Moore Db. V 1% 0 5 
R. Greenslaw, N. fe No Card 
Cc. B. Biy, N. & No Card 
G. Tillinghast N DF No Card 
The scores in the afternoon were as follows 
Gross Hidep, Net (ire ildcep. Net 
Tatler . 85 6 19 Faherty 111 28 g° 
Bell. 7 75 i el ® 19 0 
Lane 94 6 88 Hubbard 108 AL) &S 
Sargent 102 10 2 Wade 105 1¢ 89 





outing tin 
J.—Upper picture: Howard 
of Newark, N. J.—Lower 
Harry J. Homer, secre- 
vice-president, and Walter F. 
s Association 


Heating Salesmen'’s recent 
near Plainfield, N. 
McKinney, both 
MeCue, treasurer; 


At the Plumbing and 
Holly Park, 
James and W. H. 
picture: John F. 
tary; Edward J. Bredchoft, 

Johnson, president; all of the Salesme 
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G Hidep. Net G Hdcp. Net 
Car S ‘ \9 \ tt 11 20 , 
Madd . Savill 25 (77 
\ l SS | dy 20 &2 
I> nisor ) . Vl I ’ 24 95 
\I 0 90 
M § 10 ( 14 86 
rt I I ) 12 Ss 
Nic { ' ( 16 &9 
Gla ( ) 8 
Dobb { ) { ‘ 1 1 t S8 
brid t } } t 11] 18 ) 
(} ' ] 8 rr p } t & 
Il 7 #18 9 I I ' S St 
PERSONAL MENTION 
J. W. Palmer, vice-president and sales manager of The 
Frost Manufacturing Company, of Kenosha, Wis., is on a 


business trip to 
British 


California, Oregon, Washington and 


Columbia 

1. S. Frampton, formerly 
fice of the Wheeling 
and 


Chicago of 
Wheeling, W. Va., 
Motor 


friends in 


manager of the 
Mfg. Co., 


with the 


Sanitary 


now associated Hudson-Frampton 


Car Co., of St. Louis, gave a number of his 


Chicago a pleasant surprise last week by calling on them 
Frederick Dodge Gritliths, 
formerly vice-president of the 





Central New r - 


has recently asso 


Foundry Co., 


York City, 


ciated himself with the sales 
departments of the Somer | 
ville Iron Works and. the 


Somerville Stove 
Somerville, N. J 
Leslie B. 


connected = for 


Works, 


Fowler, who has 


been several 


years with Haines, Jones & 


Cadbury Cc at Savannah, 


Ga., has been appointed man 














ager of the plumbing supplies | 

department of the Noland 

Co., of Newport News, Va., 

at the Roanoke, Va., branch. Frederick Dodge Griffiths 


J. L. 


Babcock Co., 


Fuller, of Bishop & 


Cleveland, O., has just been appointed gen 


eral sales manager of all departments of this company 


In the heating department he will be assisted by FE. J. 
Levy, heating engineer, Who has had a long experience 
in the heating field 

John Sullivan, 4211 Harvey street, Omaha, Nebr., has 
been appointed sales representative for the Curtis Bay 
Copper & Iron Works, of Baltimore, Md His territory 
will include lowa, Nebraska, Kansa Kansas City, Mo., 
and St. Louis, Mo 

Miss Alice M. Jackson, manager of the Standard Sani 


tary Manufacturing Company’s San Francisco branch, was 
recently to J. W. 
their new home, Camino el 

R. S. Funk, formerly of Atlanta, Ga., has been appointed 
North and the 
northern part of South Carolina for the American Radiator 
Company K. M. 
trict, 


and they are 


San Mateo, Calif. 


married Slemon now at 


Lago, 


sales representative in western Carolina 


Brown, who formerly covered this dis 


Georgia. 
Hud 
will act 


will represent the company in northern 
offices in the 
City, 
the 


Foundry & 


Sidney M. Cowan has opened sale 
Building, New York 


representative for 


son Terminal and 


as manufacturers’ Economy Pot 
Trenton, N. J., 
Reading, Pa., 
Ohio. He 
Sales Company 


tery Co., of Reading 
Ca.,; of 


Columbus, 


Supply 


and Ohio Pump & Brass Co., of 


will do busine under the name 


of Cowan 
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James DPD. Erskine, well known to the heating trade 
throughout the because of his many years’ con 
nection wit! ] become i ociated with W A. Russell 
& Company, of New York City, in the capacity of sales 
manager 

Henry Reis, nager of Curtis Bay Copper & Iron 
Worl Baltimore Md vas in New York City last week 
on a busine triy 

I A. Duerr, I i] mat r of th rroop Manufac 

iri ( f Pittsburgh, Pa has just returned from 
1 six weel trip through the Northwest, returning by 

ay of n Francisco and Lo Angels and visiting 
prominent outhern cite 

John bk. MeClure, New York manager of Hammond 
Byrd lron Co Birmingham, Ala is spending a week's 

ation at Blue Point, Long Island, accompanied by 
hi famil 

Paul J. Scanlon has resigned his position as manager 
of the plumbis ipply department of R. M. Hollings 
head Co., of Camden, N, J., but has not yet announced 

pial for the future 


Frank EK. 


appointed ales 


Wilder, of Hart 
sentative 


Arthur J. 


ford, Cont ha 


Deschamps and 
been repre 
nm the tate of Connecticut for the Lebanon 


Co [rie of Lebanon. N. H 


Frank Hanks, of the Heating Supply Company, Pitt 
burgh, Pa has recently returned from a two weeks 
vacation with Mr Hanks at Wildwood, N. J They made 


the trip by automobile 


‘Trade Literature 


Here are mentioned each week the newest catalogs, booklets and folders 


that are of value to the trade Copies may be had by writing the different 


companies. Or write “Domestic Engineering’’ on your letter head, list 
ing the items you are interested in, and we will ask manufacturers to 
mail copies to you 
Sands Mfg. Cos Supplement 

The Sand Mfg. Co Cleveland, Ohio, has just issued 
Supplement A for catalog No, 25 This supplement de 
cribe in detail the company line of tank heaters, 
kerosene heaters and die-stocks 

Seaboard Supply Company's Wall Hanger 

The Seaboard Supply Co., Ine., of Norfolk, Va., has 
just issued an illustrated wall hanger, comprising twelve 
pictures, of postal card size, showing the building, offices, 
everal views of the show-room, and stock rooms of this 


company 


Minneapolis Dual Control 


The Minneapotis Heat Regulator Co., of Minneapolis, 
has just issued a folder entitled “Minneapolis Dual Con 
trol.” Thi folder discuss in detail the model 65 
hydrostat and the model 70. pressurestat, which are 
used a limiting devices at the boiler in hot water, 
steam or vapor tem The foreing of a fire to bring 
the room temperature to a given point often causes ex 


cessive heating of the water in the boiler or a danger 


before the radiators 
The folder 


means of the 


ous rise of steam) pressure are 


able to transmit the heat explains auto 


matic heat regulation by hydrostat or 


boiler in connection with the thermo 


pressurestat at the 


tat for control of room temperature. 


Univent Ventilation 
of Moline, IIL, 
comprising 


The has 


published a 


Herman Nelson Corporation, 


pamphlet on Univent ventilation 
interesting feature 


Ventilation.’ 


seventy pages, $14 by 11 inches An 


is the description of the “Evolution of 


Under this heading are given seven chapters discussing 


various systems of ventilation Construction and parts 
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of the Univent are explained, and attention called to 
the Univent motor suspension, mixing damper and dou- 
ble radiator The last thirty-five pages comprise the 
engineering data section, which contains eight full-page 


details of 
tables of 


installation, and six pages of 


dimensions. 


plates showing 


capacity tables and roughing-in 


Many illustrations, several of which are in colors, ac- 


company the text 


Plumbers’ Brass Goods 
The Frost Mfg. Co., of Kenosha, Wis., has issued a 
fifteen page supplement to its Catalog E. In it are 
listed and described plumbers’ brass goods, such as 
Femco" supply and waste fixtures, over-rim supply fix- 
tures, shower valves, wastes and overflows for built-in 
tubs, ete Cross section views and diagrams illustrate 


the booklet 








Twenty Years Ago in 
“Domestic Engineering’’ 














1903 
jrass Manufacturing Com- 


October 3, 
New Building. The Central 
Cleveland, O., the erection of a new 


pany, of has started 


Cedar avenue 


The 


building on 


Change in Location. Boston office of the Norris- 


town Covering Company, Norristown, Pa., is now at 411 
\tlantic avenue, and a commodious stock room is main- 
tained at 74 Purchase street 

Heating Engineers’ Anniversary.The tenth anniver- 


Heating and 


3ist street, 


the American Society of 
Ventilating Engineers will be held at 12 West 


New 19-21, 1904. 


sary meeting of 
York City, January 
Exhibit.—-The United 

will exhibit at the St. 
will cover two acres of floor space in the palace of mines 
It will be the first 


Huge States Steel Corporation 


make an Louis Exposition which 


and metallurgy exhibit of so wide 


a scope ever attempted 


Steamfitters Scarce.—Nearly every heating contractor 


recently interviewed, stated he was experi- 


difficulty in 


in Boston, 


encing great getting competent men. 


To License Plumbers.—-An ordinance has been intro- 


duced in the council of Columbus, 
fee of $5 for plumbers, and a bond of $500 to indemnify 
the city against loss by negligent work. 


Ohio, for a license 


Celebrate Golden Wedding.---Mr. and Mrs. Wm, W. 
Young, parents of J. M. Young, president of the Ft 
Pitt Supply Co., Pittsburgh, celebrated their golden wed- 


ding anniversary September 2 

Bowling League.—The 1903-04 
Plumbing and Steam Supply Bowlers’ 
Twelve teams are in the league this year. 


the Boston 


will begin 


season of 
League 
October 6, 


Also a Railroad Vice-President.——Francis J. Torrance, 
first vice-president of the Standard Sanitary Mfg. Co., 
of Pittsburgh,. has just received a silver spike—facsimile 


of the last spike driven in the construction of the Santa 
Fe Central R. R., of which Mr first vice- 


president. 


Torrance is 


First Annual Outing.—Master Plumbers of Asbury 
Park, N. J., held their first annual outing September 
17 at the Highlands, Navesink. The trip was made in 


a big tally-ho drawn by four horses. 
Sanitation in the Philippines. 
Arch Philadelphia, reports shipments of 
materials to the Philippines, United States 
government is making extensive improvements 


Charles Perkes, of 627 


street, large 


where the 

















{ll market and metal reports are corrected by wire up to Thw 
day morning of cach week 
STEEL AND TRON 
New York, N. Y., October 4 Evidences of exhaustion 
of reserve stocks of iron and semi-finished steel among 
consumers is indicated from the increasing number of 


small buying or replenishment orders, now featuring the 
trading in the Pittsburgh market. The closeness of this 
buying is especially noticeable in the basic forms of tron 
and steel. 

Pipe plate and 
operating under driving capacity and 
Sheet 
than 


makers, tin wire goods makers ure 


have 
makers 
two 


no apparent 
getting 
weeks but 
of that 
coming out, though fourth quarter requirements are far 
from covered. 


shortage of new business. are a 


better volume 
feeling as yet 


of business ago are 


the shortening volume tonnage is 
The steel plate trade has continued broad, 
specifications being up to mill capacity as a rule, and most 
producers are well equipped for the 


Steel business with railroads 


normal output for 
the 
freight 
increased. The South Australian Railways are asking for 
hundred freight and the Short 
wants five hundred automobile cars, while E. L. Dougherty 
& Co. hundred The 


inquiry for locomotives is that Australian 


remainder of the year. 


. 
is in moderate volume. Inquiries for cars have 


six cars American Line 


tank cars. largest 
the South 
Railways, calling for prices on twenty engines 


has ordered two 


of 


Structural steel business is unusually good for this time 
of the year. Total awards for the last reported week were 
15,000 tons, compared with 19,500 tons for the week 
fore 12,000 the that 
Present inquiries pending are relatively small, none being 
over 3,000 tons, but the aggregate is quite fair. 
have in plain material, 
material is very firm and premiums are being paid fre 
quently for prompt delivery. 


be 


and tons for week previous to 
Though 


concessions been made erected 


Pig Iron 
Pig iron sellers who are usually the most bullish about 
at the of week that the 
iron market They quoting the eastern 
Pennsylvania market at $24.50 to $25.00, which leads to 
the belief that $24 
quiry. Lowe! 


prices, were admitting end last 


is weak. are 


could be done easily good in 


additional 


on a 


prices have attracted several 
inquiries 
At 


iron are in very small lots, 


for 
the 
In most spot business the aggregate in this district is still 
under the that the 
market is holding at $23 to $24, while reports from other 
centers, where a little southern iron is being taken, give 
The Connellsville coke field is 
following closely the pig iron market and is meeting the 
curtailing blast furnace movement with cuts in output of 


Birmingham, with few exceptions, orders 


100 200 


pig 


to tons at most 


production Furnace interests state 


as low a price as $21. 


coke. In spite of this coke is weak on its $4.50 base for 
standard furnace grades. Prices for pig iron are quoted 
f. o. b. furnace per gross ton. 


oundry No. 2 plain 
Eastern Pa $24 00 @ $25.00 
Buffalo 24.00@ 25.00 
Birmingham "1L.00@ 23.00 
Chicago 25. 00@ 26.00 

Basic 
Valleys .. 24.00@ 24.50 

Copper 

The week in copper just passed was divided into two 
parts: the first before London prices started breaking; 
the second, after they had broken The momentum of 
the week before was carried over into last week. and 
many were predicting that sales would be even greater 
than in the preceding weck Then came the crash in 
London, which carried electrolytic copper down one pound 
per ton during that period At first American” prices 
resisted, as producers were in a fairly comfortable position 
from the recent good sales But on Friday price were 
recognized as 14 cent lower at 13% cents delivered On 
Wednesday, October 3, the price dropped to 13% cents 

Tin 

The net change in tin last week was an advance of 
™ cent to % cent per pound. American consumers have 
not been active buyers since the first week in September 
but it looks now as though higher prices were to be 
looked for and that condition seems to have the effect 
of increasing busine The week closed with Straits tin 
selling at 11% cents per pound Tin arrivals in Septem 


ber were Atlantic ports 3,875 tons; Pacifie ports, 140 
tons. Tin afloat is 4,310 tons 
Lead 

The price tendency in lead has been easier, as in other 
metals Sales at East St. Louis have been made at 6.65 
cents and prompt at New York ranges from 7 cents to 
7.25 cents. The American Smelting & Refining Company 
still names 6.85 cents, but is said to be able to supply 
only contract customers for October Kast St. Loui 
prices have dropped $3 per ton in the last three week 

Zine 

Zine weakened by $2 per ton during last week, being 
obtainable on Saturday at 6.30 cents, East St Loui 
Prices had previously been maintained by the moderate 
amount of export sales but when the failed to advance 
prices the British buyers became suspicious of the strength 
of the market and ceased inquiring, hoping to get lower 
prices by waiting 

Other Metals 

Quotations on other metals in New York are as follows 
Aluminum in 50-ton lots, 99% and purer 

ie eherenre ee Tee ee 26.00 cents per Ib 
Antimony, Chinese brands 7.05 cents per lb 


New York Old Metal Market 
The following prices are current for old metals 


Buying Selling 


Copper, crucible 11% to 12 cents 12% cents 
Copper, uncrucibled wire.101%% to 11 cents 11% cents 
Copper, light 9% to 9% cents 10% cents 
Light brass i) to 5% cents 6 cents 
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Aluminum clipping to 20 cent 21 cents 
Brass, heavy, mixed . 6 to 61% cents 6% cents 
Lead, heavy .. 6 to 6% cent 61% cents 
Tea lead in to 514 cent 5% cents 
Cocks and faucets 7% to 8 cent S14 cents 
Zinc, old scrap 4%,to 4% cents 5 cents 
sloc tin pipe 4 to 36 cent 27 cents 


Chicago Old Metal Market 


The following are the current prices for old metal 


Buyin lling 
Crucible copper l ; to 11% cent 121% cents 
Heavy copper and wire.10%% to1ll1% cent 11% cent 
Light copper 91% to 10 cent 10% cents 
Red brass . to 9 cent 9to cent 
Heavy yellow bra »% to 6% cents 6% cents 
Heavy lead ) to 5's cent 6 cents 
Tea lead H to 4% cent ) cents 
Light brass »%4 to O%% cent #14 cents 
Solder joints 6%to 7 cent 7% cents 


IN THE CHICAGO SUPPLY MARKET 


(hi », October 4 \ no time in th last five year 
has the busine ituation in the United State been as 
table a t is today aid an authority on business and 
finance last week Thi ] the feeling to a great extent 


in the various businesses connected with plumbing and 
heating There a confidence in business that has not 
existed before Safety in busine is coming more and 
more to be valued than opportunities for big profits 
with an uncertain market This feeling seems to be 
vyrowing from week to week, although buyers are still 
disposed to purcha carefully and for immediate needs 
rhey are nevertheless purchasing steadily and in fair 
volume The trade seems to have come to understand 
that there is a danger in easy profits 

Jobbers’ stocks have usually been light, but with the in 
crease of confidence, and observing that their stocks have 
to be constantly replenished, they are feeling their way 
toward a greater volume of buying 

It is reported that under the eight hour day plan, 
men in steel pipe and other mills where the plan is in 
operation, are working more steadily and more efficiently 
than under the old plan, 

There is still a cry about the high cost of labor in the 
building trades and wage show no signs of receding 
Even so, there is no unemployment, plumbing dealers and 
heating contractors have more than they can do, as a 
rule, and manufacturers, with some few exceptions, are 


well booked up with order Whether there are better 


time or worse time coming does not seem to concern 
the trade very much right now They are grateful that 
business is comfortable if not excessive They are thank- 


ful that trade has righted itself and that it is becoming 
more solid from day to day. 
Soil Pipe 
It is pretty clear to those in the trade why soil pipe 
prices fluctuate oOo much When a man with “twenty 
negroes and a mule” can start making this product, it 
does not tend to stabilize price But few in the trade 


can understand why soil pipe remains at the present 


low price level so long Everyone in the trade would 
welcome a Stabilizing of soil pipe price The psychology 
of the market is wrong is a worry to the buyer as 
well as to the seller An advance would stimulate buy 
ing, but the price being kept at the profitle level which 


it has maintained for some time, insures the pyramid 
ing of orders at a time when foundries will be unfitted 
for the task of filling them It is claimed that sixty 
per cent of the smaller foundries are either running at 
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low capacity or are shut down entirely for want of 
orders when they should be producing This will also 
help to accentuate the demand and send prices sky- 
rocketing later in the season when stocks become low. 
Nobody seems to be willing to venture a guess as to 


the next move soil pipe will make nor when it will 


occu’! 
Stecl Pipe 

There ji till a heavy pressure for shipments of steel 
pipe and in this regard, the situation is not much differ 
ent from what it has been for a long time There is 
a noticeabls rece ion of order however, but some of 
the mills claim that they still have four or more months 
order ahead The eight hour day is reported to be 


working very successfully both from the point of view 
of the employer and the employe Greater efficiency and 
teadier work are said to be some of the results of this 
plan Prices continue firm and no one has been found 
Who will venture the opinion that steel pipe prices will 
go either up ofr down 


Wrought Tron Pipe 


Prices of wrought iron pipe are firm at the level 
they have maintained for many weeks. The demand 
has been receding slightly in keeping with the market in 


general, although buying in this commodity is. not poor 
One large wrought iron pipe company gave all of their 
employes a vacation this week The supply is adequate. 
Deliveries average about three weeks 
Enameled Ware 

Prices of enameled ware are still firm and the con 
tinued strong demand would not indicate that there would 
be any decline in prices for some time. Recent deliveries 
of this product were picked up without delay. The im- 
provements in production and in deliveries that are re- 
ported from time to time, do not seem to show in the 
supply Many of the larger plumbing contractors, how- 
ever, order so far ahead that they are not embarrassed 
by the shortage 

Pottery 

Prices of sanitary pottery are firm at the level they 
have maintained for a long time There are rumors 
of a decline from time to time, and the general opinion 
seems to be that a readjustment of prices is on the 
way This does not mean a slump in prices by any 
means, but merely a revision of prices, the result of 
better labor conditions and more efficient production. The 
demand continues strong though not so strong as it has 
been comparing it with several months past. Compar- 
ing the present demand with the second and third weeks 
of September, there is a slight upward tendency. Job- 
bers’ stocks are still low and although they are improv- 
ing gradually, it will be months yet, it is said, before 
they will be in a normal condition It was reported on 
Thursday that one large eastern pottery has made a price 
cut on some items 

Range Boilers 

increased cost of materials and production is said to 
be the cause of the price on range boilers becoming 
firmer and of the recent advance of five per cent. The 
demand is reported as increasing this month as com 
pared with last month Some jobbers report a shortage 
of range boilers and others say they have an adequate 
supply This is the first time this season that a short- 
age of range boilers has been reported, although it is 
expected that the shortage will be temporary. 

Plumbers’ Brass Goods 

In spite of the fact that rumors continue to float 
around about a decline in prices for plumbers’ cast 
brass goods, jobbers and manufacturers in this territory 
report that there is no decline and some of them main 
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tain. that there is no good reason for the rumor, and 
that the drop of tubular and sheet brass prices of less 
than three per cent, does not warrant any change in 


cast brass goods at this time. Price shadings on quanti- 


ty orders are said to continue, however, on cast brass 
goods. Business is not as good as it should be in this 
line and the general price tendency is downward 
Boilers and Radiators 

The service on boilers and radiators is better than 
many people expected at this time of the vear As a 
rule, all orders can be taken care of promptly but some 
shortages have been noted in the more popular. sizes 
of radiation. Some of these items now have to be 


ordered thirty days or more before they are needed 
IN THE NEW YORK SUPPLY MARKET 

New York, N. Y., October 4, 

a slight falling off in 
building conditions in New York, from the plumbing and 
heating viewpoint, are better this Fall than they 
that 
held up for as long as two years for various causes 


1923 


Although 
lines, 


there is 
business in some general 
were a 
have been 
chief 


prices, 


year ago, it is said. Many large buildings 


among which excessive labor and material 


now seem to have found conditions satisfactory to warrant 


were 


roing ahead. 
Smaller work is slackening up, though contractors still 
have plenty of jobs on the books 
Soil Pipe 
Soil pipe has gone another week without a change. In 
many cases, 
levels for future deliveries and although opinions vary, a 
few in the trade hold to the opinion that prices will remain 


business is being transacted at present price 


unchanged for some time. Jobbers’ stocks are sufficiently 
complete to meet all demands 
Steel Pipe 
There is no change in the steel pipe situation 
come through from the mills in 
but not in sufficient quantity to relieve the shortage that 
The demand is light 
and unbalanced, and prices are firm. 
Enameled Ware 
The opinion of one manufacturer is that the enameled 
ware shortage will continue for the the 
At present the average delivery time is sixty days. 


Deliv 


eries sufficient number 


exists. brisk, jebbers’ stocks are 


remainder of 
year. 
Manufacturers are content to not go after 


new business, 


but are concentrating on filling old orders and limiting 
new customers. Jobbers find it difficult to acquire a 
satisfactory stock. 

Pottery 


Washdown bowls are the scarce article in this territory 
is said. Other pottery items 
good time. 
that 


several 


and will be for months, it 
are coming through in 
firm, though it is rumored 
are being made to level the 
are now being quoted. 


Prices seem to be 


adjustments downward 
market prices that 
Range Boilers 
Range boilers seem to have had their little fling in the 
late price advance and have settled back to their rut of 
listless demand. Jobbers’ stocks are in good condition 
The price advance is being maintained. 


, 


Plumbers’ Brass Goods 

Jobbers’ stocks are in a satisfactory condition from theit 
light. Manufac 
rather this territory 


Price shading is more in evidence than ever at this time 


viewpoint—not too heavy and not too 


turers report a inactive market in 
on stray quantity orders, though no general declines have 
been announced 

A recent announcement of a cent a pound reduction on 
thought 


basic sizes of brass pipe is now general It is 
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that prices will remain firm at this new level, though the 
price on pipe extras might follow the basic size decline 
An increased demand is reported for brass pipe, accounted 
for, also, by the large building project 


Boilers and Radiators 
There is a slight falling off in demand for radiators 
noticeable in the last few days The delivery ituation, 
however, shows no improvement as vet It is Lid that 


the boiler season has now arrived and there is an in 


creased demand for all size Boiler deliverie ire satis 
factory and prices, in general, are firm 
IN THE PHILADELPHIA SUPPLY MARKET 

Philadelphia, October 4 A small amount of ne busi 
ness continue to be closed Hlowever, more interest is 
centered in taking care of that whieh has already been 
contracted for The shortage of a few commoditt keep 
both the jobbers and plumbing dealers from actually eom 
pleting large amounts of work, and as o1 large plumbing 
dealer said the other day, ‘‘We are more anxiou to 
complete the work on hand that ire about new busi 
ness,.”’ However, delivery condition 1] lon the line 
seem to be improving to some extent and it is thought 
that this condition will oon be largely overcome Of 
course, With the demand that has been felt all this year, 
there will be some items that will continue to stav behind 

Jobbers’ stock how slight improvement, but as fast as 
they receive a new shipment, it is consumed by the back 
orders which they have been unable to fill 

An increase in estimating has been noted by everal 


jobbers this week, which is usually the forerunner of 


increased sales 


Prices are gradually readjusting themselve and seem 


to be on a firmer basi although shading for quantity 


orders in some line continue 


Soil Pipe 


Several people in the trade iy they are looking for 
soil pipe to advance in price Jobber tocks, as a rule, 
are heavy and a good demand is noted Several soil pipe 


salesmen interviewed this week, state that they are closing 


very little new busine Shipments are coming through 
promptly 
Steel Pipe 
The shortage that has existed for some time in the steel 
pipe market, seems to show.a slight improvement The 


demand for steel pipe is excellent and jobber tocks are 


1 room for 
that they 


although there i ti 
The 


and it will be 


in better shape this week 


considerable improvement mills report 


are far behind on orders ome time 


appear 
deliveries 


before 


they will be able to catch up, but it that there 


has been some light improvement in Price 


have not changed 


Wrought Tron Pipe 


Stocks of jobbers are fair and little change is noted in 
demand. Price continues the same 
Enameled Ware 
The active demand for enameled ware continue much 
to the worriment of the jobber whose tock although 
slightly improved are far from what they hould be 
Substantial shipments were received last week which tem 
porarily helped the situation to some extent Jobber 
however, continue to back order irge amount which 
they are unable to get Delivery condition eemed to 
have improved very slightly although the manufacturer 
are sixty to ninety day behind schedule a yet The 
price remains firm this week 
Plumbers’ Brass Goods 
The demand continues active with jobbers’ stock uffi 
cient to supply it Prices seem to be anything but firm, 








although no general decline has been noted Hlowever, it 


not unu il to have a lower price than the market 
quoted on a quantity order Buying is light and only for 
immediate needs by the jobbers 

Pottery 

The steady improvement continues to show itself in the 
pottery field, and it is thought that within a short time 
the potterie Vill again be ipplying their regular capacity 
sutput Jobber on are low but weekly consignment 
from the potteri« e tl 1 enough to supply the de 
mand One 4 nnounced a downward change of 
price 

Range Boilers 

A poor weck |} been noted in range boiler No 

har in price 
toilers and Radiation 

Demand is exceptionally hea ith thirty-eight inch 

thr ( d oO ilmost impossib to obtain 


tocks 


IN THE BOSTON SUPPLY MARKET 


Boston, October 4 Busine continue to maintain 
its healthful condition While the prospect for a large 
volume of new construction i not bright, due almost 
Wholly to the approach of cold) weather the projects 
now under construction, together with remodeling work 

nder ! is well as new installations of heating plant 
continue to absorb all of the labor and toch available 


Neither jobber nor plumber is buying in large volume 


preferring to place order only for actual requirement 


re ported to be much maller than 


usual at thi time of the vear partly because of 


nabiity to obtain material wanted and partly because 


of the cautiou ittitude adopted by most of the trade 
There ji till a great shortage of many important 

item cl tecl pipe, enameled ware, soapstone, pot 

tery and radiation Demand | till far in exeess of sup 


iil throughout 
will 


once 


ply and this condition will no doubt prey 


the balance of the year No change in the ituation 


be apparent until such time as it becomes popllar 


more to attempt to carry tock Prices as a whole are 
fairly firm with rumors of advance in some lines and 
decline in other 


Soil Pipe 
The supply in 


fair with steady demand for 


hands of jobber is reported to. be 


small lot Shipments are 


coming through a well as can be expected and no un 


reasonable delays in deliveries are reported Predictions 


are being made of further advance in prices in the near 


future 
Steel Pipe 
very heavy 


The demand on the jobber continue to be 


due to the large number of heating contracts on hand 


existed for 
dificult 


made 


Supply is in a_ wor condition than ha 


everal years Many of the taple butt size are 


to obtain and no definite delivery date can. be 


Jobbers 


provement is expected in the present condition until after 


tocks are low and poorly assorted and no im 


the close of the heating season 
Wrought Tron Pipe 
The demand is reported fair with stocks in hands of 


jobbers ample to care for all busine booked No change 
in price is contemplated 

Enameled Ware 
nd for this 
condition existing that has 
Jobber 


incoming shipments are 


The 
same 


dem commodity continues with the 


supply been in effect 
sorted, as 


that 


for several weeks stocks are poorly a 


distributed upon arrival so 


no warehouse increase can be made Prices are firm 
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Pottery 
of all kinds is still in active demand 
There is a shortage 
is being gradu- 
receipts is 


Pottery Jobbers’ 


tocks are low and poorly assorted 


of most of the staples but this condition 


ally overcome A continued improvement in 


reported which under normal conditions would permit of 
which under present con- 


an accumulation of stock but 


ditions only assists in clearing up some of the old orders. 
Prices are firm 
Galvanized Range Boilers 
The supply is ample to take care of all demand which 
i teady and in fair volume 
Plumbers’ Brass Goods 
A small but steady demand for this material continues 
hands of ufficient to take care of 


Market prices are 


with stocks in jobber 


orders promptly fairly firm with some 


hading being done on large order 
Boilers and Radiators 
usual seasonable demand buyers are asking 


With the 


for immediate delivery on boilers and radiation. As a 
rule, boilers may be obtained in a short time but radia- 
tion requires from thirty to sixty days, with no pros- 
pect of betterment of this delivery date very soon. 
Manufacturers state that orders are being placed in 
greater number this season than for some years, and 
that because of the delay in specification, no opportunity 
has been afforded them to make up a stock to take 
care of the situation No relief can be expected for 
some time 


IN THE PACIFIC COAST SUPPLY MARKET 


San Francisco, Cal., October 4.—-General conditions in 


held up well during the week with every 


that 
during the past 


all lines very 


Coast, while not as ac- 
hold up well during 
The dur- 
preliminary announcement by the 
Edueation of San Francisco of its $12,000,000 
and the selection of sites there- 


indication business on the 


tive as month will 


the balance of the year outstanding feature 


ing the week was the 


Board of 
program for new school: 
for In the city of Berkeley, California a disastrous fire 


last month destroyed over seven hundred homes and 


active steps are now being taken to rebuild the entire 


burned area with modern homes 
Soil Pipe 
demand for this commodity and 
The general 
their 


There is still a good 
as a whole, are in fair shape 


that will hold 


jobbers’ stocks, 


opinion seems to be prices present 
level during the balance of the year 

Steel Pipe 

little change in the demand for 
commodity Some of the 


mills are making better shipments than others to jobbers, 


There has been very 


this during the past week 
but taken as a whole, shipments are not coming through 
any too well 


Enameled Ware 


There still remains a considerable amount of enameled 
ware to be furnished for buildings now in course of con 
struction which will be completed during the next few 
months. Jobbers’ stocks are getting into better shape 


and are sufficient to take care of every-day requirements, 
Range Boilers 

fair 
have 


this 


large stocks and are 


While there is a demand = for commodty 


jobbers, as a rule, well able 


to take care of all requirements, Present jobbers’ prices 
on this commodity, compared with manufacturers’ quota- 
and no change in price is expected. 
Boilers and Radiation 


as active as ever and 


tions, are low 


The demand for this commodity is 
shows no sign of abatement 















DATES FIXED FOR or 


THE 


THE 
ILLINOIS MASTER PLUMBERS’ ASSOCIATION 


ANNUAL CONVENTION 


hold 


will 
” ’” 


January 22, 23 


The 
next annual convention 
and 24, 1924, 
just been 
Granite City, 
Plumbers’ 


Association its 


Mi, 


Illinois Master Plumbers’ 
Peoria, 
according to the official has 
President William of 
A committee of members of the Master 


in on 
notice which 


issued by G. Bergner, 
Ill. 
Association 
prog for the 
vision of President 
a large part of the 


tional campaign along the 


arranging an elabo- 
the direct 


intention 


of Peoria is 


convention under 
It is the 


convention 


rate ram super 


Bergner to devote 
an educa 
One 
be 
the 
the 


to discussion of 
modern sanitation. 
day of the convention, according to present plans, will 
for invited attend 


convention 


line of 


set aside farmers, who will be to 


to hear lectures and discussions about 


installation of modern plumbing on the farm. 
An_ interesting of 
luncheons, a banquet and a dance, 


program entertainments, including 


theatre parties, is also 


being arranged by the local committee of master plumbers, 

assisted by their wives. 

FALL MEETING OF THE NORTH CAROLINA MASTER 
PLUMBERS’ ASSOCIATION 


At the joint meeting of thé officers and executive 
mittees of the North and South Carolina Master 
held in Charlotte, N. C., September 
nite date and program were arranged 


com 
Plumbers’ 
a defi- 
the goodfellow 


associations, 20, 


for 


ship meeting of the manufacturers, jobbers and master 
plumbers. October 11 and 12 were set as the dates, and 
the meeting will be held in Charlotte. This meeting was 
announced in the September 15 issue of ‘“Domestie 
Engineering.” 

Special invitations have been sent to all jobbers and 
manufacturers located in the immediate territory, and to 
their traveling salesmen, as well as to master plumbers in 
Virginia, Florida and Georgia. 

William J. Woolley, secretary-manager of the National 
Trade Extension Bureau, has promised to be in Charlotte 
for this occasion and will address the entire convention at 
10:30 in the morning on October 12 

The North Carolina State Association passed a resolu- 
tion at its last state convention in Winston-Salem, to hold 
two regular conventions each year instead of one—-one in 
the Spring and one in the Fall, and this is the Fall 
meeting. 

FLORIDA HEALTH OFFICIALS LEARN ABOUT 
PLUMBING 
Health officials from all parts of the state of Florida 


were in Jacksonville, Fla., September 17 to 22, 


a school of instruction in modern sanitation. 


attending 
This course 


of instruction was given under the supervision of Dr. 
Raymond Turck, state health officer, and George W. 
Simons, Jr., chief of the Bureau of Engineering. These 


two gentlemen proved themselves to be ardent advocates 


bh 
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The se 
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of modern plumbing, heating and ventilation, and the 
course of instruction was a fine succe in every way 
NEW BUSINESS VENTURES 

Brodie C. Callahan and W. C. Callahan have opened a 
plumbing establishment at Montgomery, Ala., under the 
name of Callahan & Son 

Church Swayze, of Niagara Falls, Ont., has opened a 
plumbing shop at 139 Queen street in that city 

KF. R. Miller has reeently opened a plumbing establish 
ment at 561 Milwaukee street, Portland, Ore 

T. J. Hayes, formerly at 872 East Sixth street, Portland, 
Ore., has opened a plumbing establishment at 649 Union 
avenue, in that city. 

Anderson & Farrell have opened a plumbing and heating 
business at 116 Edgewood street, Hartford, Conn James 
Anderson, who is now in partnership with James Farrell, 
was formerly with Rice & Anderson, plumbing contractors 

The Eureka Hardware & Plumbing Co. has opened a 
business at 1427 Central avenue, Los Angeles, Calif. 
Charles A. Hebbard is a member of the company 

The Manchester Plumbing Co., of Los Angeles, Calif., 
has opened a shop at 1747 Kast Manchester avenue, in 
that city Barl Johnson is a member of this company 
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Michael O'Donnell has opened a plumbing and heating 
treet, Cohoes, N. Y. 
William Casanova, of Brooklyn, N. Y., has become 


associated with his uncle, John Lyons, in the plumbing 


establishment at 10 Factory 


McDonough street, in that city 
Heating Company has recently started In 
busine at 2118 North Clark street, Chicago, under the 
management of R. J. Kehm 

The Chait Plumbing Corporation, of Brooklyn, N. Y 
has been incorporated with a capital of $1,500 The 
incorporator ire Max and Bertha Chait and Sam Resni 
koff, of Brooklyn 

The West Side Co., 166 Rockwell street, Ferndale, Mich 
has been incorporated, with a capital of $2,000, to engage 
in the plumbing and heating busine 
Angeles 


of $10,000, 


The Paramore-Gustin Plumbing Co., of Lo 


Calif has been incorporated, with a capita 


Herbert S. Gustin and Verna L 


BUSINESS CHANGES 


Dark & Co., of Buffalo, N. Y., have moved their plumb 
ing and heating business from 656 Main street to their 
Walter 


own building at 306 Franklin street, in that city 
Caines is manager of this company 
Nolan, of Albany, N. Y., ha 


business from 72 Madison avenue 


Thoma kK moved his 
plumbing and heating 
to his own building at 98 Madison avenue 

Alfred Young, of New York City, has moved his plumb 
ing and heating busine from 115 East 111th street to 
1882 Crotona Parkway, Bronx 

C. S. Whitcomb, of Portland, Ore., has moved his plumb 


busines for many vears located at 867 Sandy boul 





vard, to 1211 Sandy boulevard A twenty vear lease ha 
been taken, and an up-to-dale showroom is being installed 
in the new building 

The United Plumbing Co., 421 West Eighth street, Erie, 
Pa has 


formerly conducted by F. C. Klapthor, Edward Pfedt, O. FE 


taken over the plumbing and heating business 
Carlson and D. FE. Kuhn In other words, these four estab 
lishments have been consolidated 

Danbury Plumbing Co., of Danbury, Conn., has pur 
chased the plumbing department of the Hull Hardware & 
Plumbing Co., of Danbury Mortimer S. Scofield, proprie 
tor of the Danbury Plumbing Co., will continue his offices 
on Library place, and will also continue the Hull plumbing 
hop on Liberty street 


The John H. Steinmetz Plumbing Co., 1819 Broadway, 
New York City, has filed a petition in bankruptcy schedul- 
ing liabilities of about $10,000 and assets about $1,500 
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DOLD’S WHEATFIELD FARM, BUFFALO, N. Y., SCENE 
OF BIG EXPLOSION 


The ingredients used in the making of the mammoth 


ib consisted of a big supply of master plumbers, many 


~~ 
live wire heating and piping contractors, and several 
ticks of dynamite in the form of sales representatives. 
The getting together of these elements was arranged by 
Carl L. Johndahl with the assistance of Bill Ebbs, John C. 
Wright, Frank Kavanaugh, Fred Fleishhauer, E. H. Monin, 
Bob Seifert, Wallace J. Qua, W. H. Morgan, Joe Heber, 
George Salzman, A. A. Ahlf, Rudolph Weber, Cecil W 





At the Buffalo Master Plumbers’ outing.—tpper pictures: A. 
H. Tucker, Central Foundry Co., and G. Sisco-Smith, of Molby 
Boiler Co—Lower pictures: Carl L. Johndahl, chairman of 


Outing Committee; William EE. Shaddock, and F. Fleishauer 


Farrar, A. C. Lehman and Irving Vogel. The mixing took 
place at Dold’s Wheatfield Farm, near Buffalo, N. Y., with 
the result that the detonation was and will be heard even 
in the most remote corners of that territory for some time 
to come. 

September 19 was the day and over one hundred motor 
cars made the trip to see what it was all about. They 
came from all directions, first congregating at McKinley’s 
Monument, then proceeding to the farm via the River 
Road Sixteen live wires were on hand to ignite the 
works. 
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the result usually is when playing with such substance 
the contractors were blown to a ‘fare-thee-well'! The 
echo said 13 to 2.) Those who participated in the massacre 
were: 

Plumber W. Kamprath, ss M. Lochmicht, 1b J 


R. Batt, Jr, rf; F. Danien, ef; M. Rowend, p 


Supplyme 


B. O'Brien, s J. G. Heber, 1b; H 


p 


Tom J. Kavanaugh umpired 





Plumbers’ ball tenm at Buffalo Master Plumbers’ outing 


Following the ball game, Messt Karrat Ahift and 
Heber called the tribe together for a contest, the prizes 
for which were donated by the Exeelso Specialty Work 
Wolverine Bra Works, Good Mfg. Co A. J. Sexauer 
Mfg. Co., Ruud Mfg. Co., Neptune Meter Co., Buffalo 





Nipple & Machine Co., Inc., and the Eagle Oil C 


) 
A five-piece orchestra played all afternoon 
Four members of the Rochester, N. Y. association of 


. » > ore’ — . . ae 4 
At the Buffalo Master Plumbers’ outing.—Upper pieture: W master plumbers drove over 


: oO participate in the excite 
J. Qua, Wolverine Brass Works; W. W. Ebbs, of Buffalo; and , i a : : ' . 
Rn. OC. Weber, ButYalo branch of Grane Co.—Second picture: ment They were BF. KE, Fladd, Hl. J. Henzel, M. W Utz, 
W. A. Boyne, BF. W. Rogers, J. Keyes, Fred Smenader, and C, and L. J. Yauchzi. 
. Barth.—Lower pieture: EF. EB. Bladd, A. J. Henzel, M. W. 
tty, and L. J. YVauehzi, all of Rochester 


During the afternoon the mayor of Buffalo arrived and 


frolicked about with the boy 


The ingredients of the bomb be in to disintegrate about 
Starting with a general get-together meeting in which 


the old ‘pump handle’ handshake and slap on the back 
predominated, the crowd, 250 strong, were lead to four 


eight o'clock, atistied that they had enjoyed an ex 


tremely successful outing 


large tables and served with clam chowder, radishes, cel ASBURY PARK PLUMBERS’ TWENTIETH ANNUAL 
ery, green onions a la spark plug, French rolls, steamed CLAMBAKE 

clams, wafers, lobsters, sweet potatoes, spring chicken, 
Murphies with jackets, corn on the cob, combination The twentieth annual clambake and outing of the 
salad, French dressing, watermelon, cake, coffee and Master Plumbers’ Association of Asbury Park, N. J., and 
cigars, vicinity was staged at Perrine’s Woods, Manasquan, N. J., 


After the dinner, the gang gathered around the. ball on Thursday, September 27 For twenty years this crowd 
diamond to witness an exciting seven innings between of good fellows and their salesmen friends have been get 
the ‘dynamite’ and the contractors. The result was-——as ting together and enjoying themselves as only close friends 














Rowends, ¢; C. Rasp, 3b; C. Launen, If; W. Ebbs, Jr., 2b; 


Troutman, ¢: J. Burke, 3b; W. F. Schiner, If A. A. AD, 
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in when the time and plac re perfect in every way Parent, Mrs. Edward Morris, second; men’s potato race, 
And it would have done any one ¢ 1 t gone down won by Aaron Jacques, George Connelly, second; and . 
the Jersey Coast and seen one of tl red per cent the men’s shoe race was won by D. Adamson with Aaron 
good times int oods not far back f t ocean, By Jacques, second Prizes were awarded in each event 
the midd of t morning everyone w t talking it and were presente dat the close of the dinner. 
over near the tables that were soon to ] 1 an enormou The officers of the Pawtucket Master Plumbers’ Asso- 
iantity of clar lobster and chicken ciation are Joseph B. Hunt, president; Fred Macomber, 
ret the neioent on } i¢ ott ttl aue ~ y , . 
Fir nt fo had to | ju vice-president; and John W. Walker, secretary-treasurer 
tion on the 1 ba diamond I rt f The 
ivil ‘ P lelphi Da ‘ +} } for t} ‘ a . — 
' CONVENTION DATES 
plumbers and H. Hepburn yw on tl und ' 
alesmen William Re I f Brid ( I : 000 on . , , 
October 10, 1923 The fall meeting of the Eastern 
phia ’a., took |} vecustomed position impire nd, at , : . . . 
phia, Pa., . Supply Association, at the Hotel Astor, New York City. 
constant risk of lif nd clothe held it to tl fini But . an aie 7 
: October 15-19, 1923 rhe fifth annual convention and 
for t I iit In sj of Robson nd ise of ! “— . . er . 
exhibition of the American Gas Association, on the Steel 
pl I M I ll and Van Cleve, who didn’t mal . . 
Pier, Atlantic City, N. J 
in error be t ball never ot out in } ection of —— , : , 
October 20-28, 1923 Safety, Health and Sanitation 
} garden. t plumber rept f b ind in the t rd - z é rl 
Exhibition, at 106th Infantry Armory, Brooklyn, N. Y. 
nnin nd trounced tl f by a ore of 5 to 6 : : 
, , October 29, 30 and 31, 1923 The annual conference of ' 
I} tl time the gan ( led, or t nt of general W 
wearine the clan had been steaming merrily in theit advertising and sales managers of the supporting mem- fr 
bers of the National Trade Extension Bureau, at Evans- 
bed of hot stor nd veed lor enough to be 1 t 
to serve If ny n failed to get enough of ther it ville, Ind 31 
" his own fault. for tl waiter were a regular clam December 12-16, 1923 Annual convention of the Na- he 
line betwe kitcher nd bles for a solid hour. ma tional Association of Refrigerating Engineers, at Memphis, ne 
i - sneeiar nant renn, bi 
rhe committee responsible for tl outin ee January 22, 23 and 24, 1923 The annual convention We 
consisted of A. T. Van Cleve, chairman; Harry J. O’Brié of the Illinois Master Plumbers’ Association, at Peoria, Ill. 
and Wm. H. Brighton hi 
PAWTUCKET PLUMBERS’ OUTING th 
tv 
Master plumber of Pawtucket R. I ourneymen and ba 
their familie combined fore for their annual joint Ww 
outing nd held it at the Peleg Fran farm in Rehe ah 
both, Ma on Saturday, September 22 th 
The famous farm ituated on the Taunton pike ha 
been the scene of many clambak« ind every good as 
thing that has been said about bakes’ was condensed In 
into thi particular one ‘ or idmitting that it ur th 
pa d I he had ever enjoyed The dinner con pa 
sisted of steamed clam clam broth, bluefish, corn on an 
the cob. tomato cucumber veet potatoes, plum brown re 
bread, lobster, and coffes The course of clam chowder 
ve 


was served as a light luncheon at noon 


of 


f 


The reception cominittee, consisting of Joseph B. Hunt 
chairman; Edward H. Morri ecretary; John W. Walker 
treasurer; Fred Macomber Fred Lavallee, William F 
Smith and Thomas O'Brien, was on hand to greet each 
} 


new arrival and see that everybody was properly taken 











care of Shortly after the arrival at the farm the Pr 
had things moving in full sway Athletic games followed Ho 
the light luncheon All participated and had the time she 
of their live to 
The annual baseball game between the single and the 
married men was won by the former after a close con rec 
test. The score was 15 to 14 she 
In the contest for sets of tank balls, donated by the sta 
Good Mfg. Co., Frank J. Murphy, H. J. Phoenix, Henry the 
Prew, and James Healey, were the winners sta 
The winners of the other contests were 100 yard ” 
dash for men, Herman Berard, first, Jack Macomber, se¢ ‘ 
ond: boys’ ball throwing contest, won by William Jacques iaeiatiiniat = poi 
first, Edward Morris, second women's ball throwing At Lynn (Mass.) Master Plambers’ recent outing.—Upper que 
; M i sil M Hent Parent pieture: F. K. Tobin, of Lynn; W, O. Shay, of Richardson & , 
. - , "g al Sloan, rs nry Parent, , . ~ ow ° 
contest won by Mr: a : 7 Boynton Co.; V. J. Voye, of Baker, Payne & Voye Co.; C. W. 
second; children’s potato race, won by Viola Parent, Rolin, of Rolin & Morse; and G, A. Schaefer, of Lynn.—Second ul 
Frances Morris econd The mall boys’ race wa won picture: Joxeph A. Maynard, of Boston Brass Co.; J. Mac- lac 
by Linus O’Brien, William Jacques, second; boys’ race Auliffe, of MacAuliffe & Burke; and J. E,. Pingree, of Chad- the 
a , 2 . ae wick-Boston Lend Co.—Lower picture: W. I, Willoughby, R 
won by Gerard Nolette, Edward Morris, second girls ‘ ye . : : 
Walworth Mfg. Co.; R. C. illivan, Cochrane Supply Co.; J. J. 
, : , lar , 
ball throwing contest won by Helen Morris Viola Par Sonigan, Jr. Cambridge Plumbing Co.; and Robert Cochrane, ma 
ent. second: ladies’ potato race won by Mrs. Blanche Cochrane Supply Co. 
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} 
In her closing paragraph he endeavors to rouse in 
| every woman that desire to help chip off a piece, no matter 
BATH A DAY MOVEMENT how small, of this tremendous rock of the work that fs 
1 . 
=. yet to be done Every step forward is important. She 
say “Weil y not do all these things, but we can take 
; : the step forward Affiliated auxiliaries should regard it a 
. Let me educate the public ut ; : 
a a privilege to conduct an educational campaign 
hublic my goods,” once said ] ) 
usiness man. The plumbing and heati ) Forging Ahead 
the necessity of an educated public. Sv t ind ttn Both Rochester, N. Y., and Denver, Colo., women ar 
usy. One of the popular medin f { Bath « busy organizing auxiliaric ind we hope to give notice of 
Day Moveme their meetings very soon 
1 AAYTEY LA LAA? P The Ladics’ Auxiliary of Richmond Calit have nov 
ETWEEN this date and the end of next January ; ee ; 
; oined force with the Alameda County Association 
the Illinois Master Plumber Association, led by ; 
l eis ‘ some more enthuslustle vomen have organized to pro 
William G. Bergner, its president, and assisted by ere , 
] a : : ms . . mote ociability, and closer unity to a t in elevating 
‘The Story of the Bath,” will do a big thing Any state : , ; aay ” , 
‘ rai ; ; he plumbing industry They have called themselves the 
an do what Illinois is doing. All that is needed is the - ai as sa , , 
' vorth and Northwest Master Plumber Women's Auxili 
right man to start the work moving : é - 
. ’ oY Hig : ve : ; iry, with a definite meeting place at 2613 Milwaukee 
This, in brief, is the idea. “The Story of the Bath” 
, ; : A: ivenue, Chicago At the first and second meetings held 
will be presented to a number of schools The pupil ; ; ai ’ 
: oe September 19 and October 2, they elected Mr Frank 
. from the seventh grade up will read the story. They will : 
' ‘ ' ' N ; : ' Pearson president, Mrs, Alvin W Bahn vice-president 
; study it. Teachers will ask question ysupils will an . , 
, : : a Pr a _— s ‘Irs Walter Bilvthe treasurer and Mr W Kk. Bahn 
swer them. Then, immediately following the Christmas , : 
‘ ecretary Phey tarted off well with 25 members and 
‘ holidays, announcement will be made in schools and : : ; 
; have laid plans to enlarge their membership by next 
'’ newspapers that cash prizes for the best essays written a is A 
3 ; meeting This meeting will be held October 17 and will 
by pupils will be awarded at the annual convention, to 
: ; : erve as a social get-together in the form of a reception 
a he held in Peoria, January 22, 23 and 24 
The prizes are not to be small They are to be Social Activities 
big, running into hundreds of dollars. Mrs. Fred Hacker entertained the members of the Kat 
It is easy to see what the reading of “The Story of as City (Mo.) Auxiliary at (he country home of Mi 
the Bath’’ and the writing of the essays will do The Julia Kipp Gam and other amusements coupled with 
two, working hand in hand, will stir a great interest in a lovely luncheon made the end of a perfect day come all 
bathing, in plumbing, in sanitation-—in everything with too quickly 
which the plumbing industry deals. Newspapers will tell The ladies of Portland, Oregon, are completing plans to 
about the contest, and later the newspapers will print entertain the local Master Plumbers’ Association at a 
the winning essays. lawn fete 
The aim is to arouse the commonwealth of Illinois The Kansas City (Mo.) Auxiliary will hold a bazaar 
as it never has Leen aroused. Teachers will be think and pure food sale in Novembe 
ing bathing, sanitation, plumbing Children will be The Ladies’ Auxiliary of Philadelphia held its first 
thinking the same. And, through the children, the meeting of the fall season on Thursday evening, Octo 
parents of the children will be made to think of bathing ber 4 
and sanitation and plumbing. Meanwhile people will The Woman’ Auxiliary of Merchant) Plumber San 
read of the importance of these important subjects. Diego, Calif., has eleeted new olflicers for the forthcoming 
Keep an eye on Illinois, and on the state association's vear as follow \Ii G. W. Schulze, president: M1 Dy 
very earnest and very resourceful president, Bergner, Rohde, vice-president Mi Wm. Krei treasurer; M1 
of Granite City. V. Turner ecretal and My Max Kahlen, marshall 
AMONG THE WOMEN'S AUXILLEARIES The Midland College Fremont, Neb., of which D1 
J. F. Kreeger is president, will install a central heating 
A very interesting letter has been broadcasted by the plant io cost about $75,000 
President of the Women’s National Auxiliary, Mrs. E. D 
Hornbrook, of Kansas City, Mo It sounds a spirit that 
should rouse in every woman the strongest kind of desire 
to help, as only the women can help 
Women can show how deaths from typhoid have been 
reduced by sanitary conveniences and improvements As 
she says along these lines “We ought to report to 
state and city health boards all violations of sanitary laws 
that come under our observation We may also remind 
state and city officers that only certified sanitary inspectors 
be employed.” 
The letter also marks the work that can be done in 
pointing out to the schools and even colleges how inade 
J quate are the number of baths and toilets in proportion 
c : wre . 
; to the increased attendance Then there are the farmer, 
ie 
a suburbanite, and rural school boards, the better toilet 
\e facilities that belong to the people in public parks and 
le the comfort stations that should be installed 
ys ’ A The plumbing establishment of Chas, H. Louck & Co., Prank- 
. She even touches the maternity question and shows how fort, Ene —_—The gentlemen in the picture are: William 
many fatalities are due largely to lack of education Vriedenstein and Chas. H. Louck 
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172 Screw Stem 


with Urion Compo 
sition Disc 


ERE isa full sized Steam Radiator 


Valve with a true ball body. 
This design permits liberal pipe 
thread on inlet end, besides allowing 
for wide recess under the seat. The 
height of the body enables the disc to 
rise higher than in the usual valve of 
this type. 


The large threaded stem, made 
from rod, permits quicker opening 
and closing. 


We confidently offer this valve as an 
exemplar of correct valve manutac- 
ture. 


of Standard Radiator 
of the 


ning Steam Radiator Valve 


In addition to a full line 
Valves als ? m 


Packless Quick Ope 


anufacturers Lavigne 


Your Jobber Can Supply You 


COMMONWEALTH BRASS 
CORPORATION, DETROIT 


Branch Offices 


NEW YORK SAN FRANCISCO CHICAGO 














OMMSs482ALTH 


LAVIGNE 
RADIATOR VALVES 
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CONTRACTS AWARDED 


MICH.—Muir Plumbing Co., 142 Fulton street, Grand 
Rapids, is installing Plumbing in the South High 
ool addition in tl ‘ 


,04 


plumbing 


Pine street, Jamestown, 


contract for t} heating and venti- 


lating work on the ne Seottish Rite Masonic Temple 
Building in that city 


ILL.—-Kidney & Ryan, Geneseo, have been awarded 
the contract for the heating and plumbing of the new 
Catholic school and Sister home in Geneseo, 

ILL.—ZJ. L. Brady & Co., East Moline, on a bid of 
$25,600, have been awarded the contract on the heat- 
ing equipment in the addition to the three intermediate 
schools of Davenport 

OHTO.— Staunton Heatir Co Martins Ferry, has 
the heating contract on the addition to the grade school 
in Blairsville, Ohio, and on the grade school in Stewart- 
ville, Ohio, as well as on the addition to a grade school 

Bridgeport, Ohio 

MD. Riggs-Distler, Co Baltimore, has the heating 
and ventilating contract on the new million dollar hotel 
at Jamestown, N, Y 

W. VA.--W. A. Bodell, Federal street, Bluefield, has 
the plumbing and heating contract on the Bradshaw & 
Ma office building in that city 

CAL.—W. W. Brooks, 820 W. Forty-eighth street, Los 


Angels will install the plumbing in the Fairfax High 
School in that city 

TENN.—R. H. Vandevelde & Co., Dyersburg, have 
been awarded the heating and plumbing contract on 
the First Citizens National Bank Building in that city. 


WiIs.— J. S 
plant in 


Martin, installing a steam 


Boyd, Wis. 


Augusta, is 


eating the St. 


ne Sa 


the heating plant in 


Joseph Church at 


Hickman, 


t he 


Harding & Greensboro, will install 


Consolidated School Building 


at Wentworth, N. C., a $9,247 job This firm has also 
been awarded the contracts for the heating of the resi- 
dence of J. H. Armfield and the residence being built by 
the Irving Park Company in Irving Park, Greensboro. 

ORE.—Kendall Heating Co., 24-26 High street, Port- 
land, has the heating and ventilating contract on the 
Washington High School in that city. 

IND.—Tibbetts Heating & Plumbing Co., Union City, 
will install the heating and plumbing in the High and 
Grade School in Miami 

CAL.—J. J. Hokom, Los Angeles, has the plumbing 
contract and Charles Arndt has been awarded the heat- 
ing contract on the St. Vineent’s Catholic School in that 
City 

MICH.—-Gogebic Plumbing & Heating Co., Ironwood, 
will install plumbing and heating in the Verona School, 
Wakefield and Sidnaw School, Sidnaw, and the plumbing 
in Bessemer Township School, Bessemer. 

MICH,.—James W. Partlan, 1255 Park place, Detroit, 
has been awarded both the heating and plumbing con 
tract on the Priest school in that city. 

IOWA.—H. L. Jackson, Hull, has the plumbing, heat 
ing and ventilating contract on Academy building at 
that point. 

WASH.—Ewing & Co., Sedro Woolley, will install the 


plumbing and A. H. Hamre Sheet Metal Co., also of Sedro 
Woolley, will the the 


city. 


install heating in Masonic Temple 


in that 


OHTO.—Sanitary Plumbing Co., 270 East Livingstor 
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avenue, Columbus, has the plumbing contract and the 
Staunton Heating Co., of Martins Ferry, has the heat 
ing contract on the grade and high school at Powhatan 

MONT.—Duggan Plumbing & Heating Co., 414 First 
avenue, North, Great Falls, Mont., will install the plumb 
ing and heating in the remodeled jail building in that 
city. 

PA.—-S. S. White, 1827 Perrysville avenue, Pittsburgh, 
has been awarded the plumbing contract and the Midgley 
Heating Co. the heating contract on a new fire engine 
house at Madison and Foreland streets in that city. 

ILL.—Dooley Bros., Kewanee, has the plumbing con 
tract on a school building at Alpha, Ill, 

MINN.—O'Neil Plumbing & Heating Co., 97 E. Eighth 
street, St. Paul, will install the plumbing, and Frank 
Eha, Hamm building, has the heating contract on the 
warehouse of the Golden Rule Department store in that 
city. 

NEBR.—-Robert Parks Plumbing & Heating Co., 711 
S. Sixteenth street, Omaha, will install both the heating 
and plumbing in the fire station at Eleventh and Dorcas 
streets in that city. 

IND.—Wissel & Christman, 1420 Wabash avenue, Terre 
Haute, have the plumbing contract on the addition to 
the Cruft grade school in that city 

MICH.—-Legget, Doll, Foster Co., 16508 Woodward 
avenue, Detroit, has been awarded the plumbing as well 
as the heating contract on an addition to Kelvinator 
factory there. 

ILL.—Carson-Payson Co., Danville, has the plumbing 
and heating contract on the school building at Newport, 
Ind. 

IOWA.— Sanitary Co., Sioux City, has both the plumb- 
ing and heating contract on high school in Atkinson, Neb. 

w. VA sjodell Heating & Plumbing Co., Princeton, 
will install both the plumbing and heating in the Physi- 
cal Education Building at Athens, W. Va 

NEBR.—A. Dussell & Son, Columbus, has the plumb- 
ing and heating contract on St. Mary Hospital in that 
city. 

KANS.—W. F. Sheahan, 115 EK. Eighth street, Topeka, 
has the plumbing and heating contract on Belvoir school 
near Topeka. 

OHTO.—Justis Plumbing Co., 115 N. Erie St., Mas- 
sillon, has the plumbing contract on a grade school at 
North Industry, 

OHIO.——-Columbus Heating & Ventilating Co., 427 N. 
Town street, Columbus, has the heating contract on a 
grade school at North Industry, Ohio, and both the 
heating and ventilating contracts on high school build- 
ing at Lower Salem. 








The ruins of the business home of the Dietrich Hardware 
Co., at Salamanca, N. Y., which was recently destroyed by 
fire. The company lost its entire trade library 
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Rutland 


USEFUL PRODUCTS 


HE profit on all Rutland Products 
is excellent. Whether it be profit 
from direct use in your own operations 
or in repeat sales to the retail trade, 
Rutland Products are indeed profitable. 


Plastic Stove Lining 


AN easy-to-use plastic lining made of 
Asbestos, Rutland Fire Clay, and 
other Minerals, for repairing and re- 
placing stove brick or cast iron linings 
in stoves or furnaces. 


Boiler Covering 


SOLD dry; just add water. This is a 
remarkable insulator of high-grade 
that has an unusual covering capacity 
and is made of the best Canadian 
Asbestos without lime. 


Pipe Joint Cement 


HERE is a product combining the 
qualities of a graphite and lead cement 
that makes a perfect joint but permits 
taking the joint apart without break- 
ing the fitting. 


Waste Pipe Cleaner 


THIS is the strongest alkali on the 
market and is a most powerful cleaner. 
It’s too strong for ordinary use, but for 
the mechanic who understands han- 
dling, it fills the “‘cleaning out”’ bill 
perfectly. 


Rutland No. 4 Cement 


COMES in two forms, No. 4 Plastic 
and No. 4 Liquid, made of best 
Canadian Asbestos and natural As- 
phalt. There isn’t a drop of tar in 
Rutland. No better cover for any 
kind of roof; ideal for patching. 


Will you write for samples 
and more detailed informa- 
tion? Write now. It will lead 
to something mutually 
profitabie. 


RUTLAND FIRE CLAY COMPANY 
Rutland, Vermont 


Rutland 


= USEFUL PRODUCTS &® 
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$$$ —___ ae" WANTED—A MAN 
— YORK HEATERS oy The National Trade Extension Bureau, at Evansville, ( 
} i Ind., is looking for a man to act as fleld representative | 
Such a man should be another Archer or Greenberg or f 
| —forSteam ard WaterWarming } | O'Donnell 
saeeecinnn ieee - es } Summing it all up, the man the Bureau wants must 
; be one of good appearance, who has the oratorical ability 
fo place facts before groups of plumbing dealers, heating 
} ' contractors and various civie bodte And he must make 
those facts Interesting ' 
t i Such a man need not necessarily be a practical plumbing 
or heating man, but he should be familiar with these two 
} j industries Hie should be able to meet men and women 
; anywhere, to talk to any kind of gathering, and should 
1 be a bundle of enthusiasm and interest \ 
Applications should) be directed to Wm. J. Woolley 
i manager of the Bureau 
; DATES AHBKAD FOR NATIONAL TRADE EXTENSION 
7 BUREAU LECTURERS 
} \ product representative of 83) years’ | 
see heat chgineees CHT AMM OK | | 8 Jos. O*Donnell: October 8, West Palm Beach, Fla : 
% Daytona, Fla.; 10, Jacksonville, Fla.; 12. Savannah, : 
ar tag ree Se ae ee Ga.; 15, Augusta, Ga.; 17, Macon, Ga.; 19, Columbus, Ga.; 
Cotstwacins 22 and 23, Atlanta, Ga.; 24, Athens, Ga.; 26, Columbia 
— 5. C 29, Spartanburg, S. C.; 31, Asheville, N.C 
\W G Archer October & Fall River, Mass.: 9, 11 ‘ 
IX Mwoo dw MAO and 12, Boston, Mass.; 10, New York, N. Y.; 15 and 
cs tetiacinalciaieih die Selicienaiibaaih 16, Salem, Mass.; 19, Portland, Me.; 22, Haverhill, Mass. ; ' 
ABENDROTH BROTHERS , Lowell, Mass 25, Worcester, Mass.; 26, Springfield, 
Eetebliched 1840 Mass.; 2%, Troy, N. ¥ 30, Albany, N. Y.; 31, Utlea 
PORT CHESTER NEW YORK N. ¥ 
turere elen of Gee and Coal Ranges, Soil Pipe and Fittings J.C. Greenberg October 8, Pueblo, Colo.; 10, Grand , 
SCA SE SPER EES AS RAPALA OOS —_—_— Junction, Colo.; 15, Boulder, Colo.; 16, Greeley, Colo.; 
— _ 17, Cheyenne, Wyo.; 18, Laramife, Wyo.; 22, Casper, 
fer Wyo.; 24, Alliance, Nebr.; 26, Norfolk, Nebr 
ms 2 eA — 
f 
yy ° 4 
bituary 
= = fewer * 





Edward Shane 


The Edward Shane, a plumbing and heating contractor of 


Nashville, Tenn., died suddenly at his home on Monday 


Luzerne Seat evening, September 24 


Charles Kk. Stevens 





Patent Pending 


— — al b + aa Charles BE. Stevens, proprietor of the East Side Plumb 
“or you er grade jobs you I 


make no tmustake in using the “Luzerne” ing Company, of Pocatello, Idaho, died on Saturday eve 
Seat of hard rubber. Being made with ning, September 22, as the result of an automobile 
out a joint of any kind and with a fin accident. Mr. Stevens was on a hunting trip with W. H 
ish that 1 just as permanent as the 

seat itself, it is without equal for dur Peck, also of Pocatello, and in crossing a bridge over the 
ability and appearance river a tire blew out, causing the car to plunge into the 
Made in a wide variety of types to fit water Mr. Stevens was caught beneath the car and was 


any kind of a bowl. Ask your jobber drowned, although his companion extricated himself and 


OF WERE US SOF Gem swam to safety Mr. Stevens has been a resident of 


THE LUZERNE RUBBER CO. Pocatello for several years and was well known in local 
Va ' , rt ; business circles 

Trenton, New Jersey ae 
Chicago Office 564 W. Monroe Street John M. Worley 
John M. Worley, a master plumber and lifelong resi 


dent of Jasper county, Mo., died recently at the State 








Quality hospital in Nevada, Mo., in his seventy-first year. He had 
Finish resided in Carthage for many years, and was a member 
Durability of the 1. O. O. F. and Knights and Ladies of Security. His 





No Up-Keep widow and two daughters, Mrs. Walter Cushman, of 


Wichita, Kans., and Mrs. Sheldon Messick, of Tujunga 











Calif., survive him 














October 6, 1923 DOMES TLE 
PURE WATER 

lean, fresh water the most potent fi f pilth and the surest 
protection inst ” disclosed 
the fact that impu rink , fPhow fever 

ragion nd mn i res out om 
Iugust and Sept n mn nd wel , 
nm country regions / n f 

t f ’ 

A new electrically-operated pumping plant for the eity 
water supply that has been in operation in) Waxahachie, 
lexas, for several weeks, is saving the city one-half of the 
former cost of pumping the water from artesian wells 
that supply the city 

Plans are being made to bring water for HTlood River, 
Ore., from Cold Springs, twenty miles to the southwest 

After digging about forty wells in search of a water 
supply for Hebron, Nebr., four wells were drilled about 
four hundred feet from the bank of the Little Blue river, 
near Burlington tracks, and their capacity is said to he 
about three hundred gallons per minute 

The following cities plan the construction of water 
works systems Jasonville, Ind Gov, Kans Miller, 
Mo.; White Springs, Fla Frisco, Tex.; Shreveport, La 
Washington, Iowa; Lenora, Kans.; Bossier City, La.; 
Camas, Wash.; Austin, Tex.; Boynton, Fla.; Belchertown 
Mass.; Kansas City, Kans.; Norborne, Mo; St. James, Mo 
Safety Harbor, Fla Winnebago, Nebr Republican City, 
Nebr.; Hurley, Wis Breckenridge, Mo.; Jamesport, Mo 
Salem, Mo.; Sapulpa, Okla; Oak Grove, Ore; Lewiston 
lda.; Albany, N. Y Bayonne, N. J., and Cameron, Mo 

The following citles plan tmprovements to their water 
works systems: Joplin, Mo.; Cameron, Mo; Parkersburg 
W. Va.; Sabinal, Tex Potsdam, N.Y Edina, Mo.; Tlan 
cock, Md.; Everett Wash Duluth, Minn., and Black 
River Falls, Wis 

The drilling of new wells is planned by Auburn, Wash 
Bristow, Okla., and Wilie, Texa; 

Preliminary surveys for a water-works system and 
reservoir are being made by Fort Calhoun, Nebr 

It is proposed to vote bonds in Missoula, Mont., for a 
water works system 





At the Buffalo Master Plambers’ outing.——Upper pleture: ©, 

Ww. Works, Buffalo; and Prank V. 

Kavannugh.—Lower pleture:r A. A. AnD, I. Heber and CC. W. 
Farrar 


Farrar, EXxcetso Specinity 


KE NGINI ERING 


Vi, Products 





Always Satisf: J 


Ww MAKE a full line of Steam 
\) 


alves, Engine and Boiler Trim- 
mings, Bath Cocks, Basin Cocks, 
and Plumbers’ CAPI- 
LOL products are made to pive service 
and satisfaction. Write for our Cata- 
log No. 12, which fully dlustrates and 
describes the entire CAPLLOL line. 


srass Cio ds, 


Radiator Valves 


Radiator Valves be 
a quarter of a century 
packle types 


Pop Lavat 







n standard 
Mad 


(, 


Our have 
for 
standard of 

Globe, ¢ heck, 
No better 
will find 
When in 


be sure to 


over m 


\ 


ist Ate, 
| 
and ives 


alves 





made than uu 
the CAPITOL 
market. fer 
| ( 


\ 
mn lieve 
Valves 


AVELO 


thre 
ler the 


‘ 


line 


Combination 
Sink Bibb 


No. 41 





ba 


at gt 


et 


No. 421A 


Patent applied for 


Laundry 
Tray 
Bibbs 


Trem slloserated a very 
popular, Clamps are re 
versible Also furnished 
with wall brackets and 
without unions bigure 


on CAPLTOT 


Goods when estunanng 


Bras 
and waure your customer 
a lasting and sarusfactory 
Qualety pays 





No. 420 


Capitol Brass Works 


Patent applied for) 


Detroit Mich. 
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SWIMMING POOLS 























| | | Bathing pools in the Middle West have become more than places 
RADIATOR HANGER f recreation. During the recent floods in parts of that section of 
You’ EM ver! ; Shenk 
—eee the untry, when bathtubs became more ornamental than useful 
use of the mud siege, the pools, with their temperature- 
Radiators are completely in- | regulated water, afforded the only means of bathing. 
stalled before floors are laid. Pools in the state of Florida operate under permit given 
[oes not require accurate placing by the State Board of Health. Inspections of all pools 
of anchor bolts. The only hanger in the state are frequently made by representatives of 
idjustable for both height and the State Board of Health and advice is given as to the 
lateral positions For ANY style proper care and maintenance of same. Florida enforces 
radiator and ANY type of wall. the swimming pool laws in a strict manner. 
Ask your jobber or write ws Swimming pools and bathhouses are planned by the 
HEALY-RUFF CO. following cities, clubs, individuals, ete.: City of Bing- 





Dept. 11 Minneapolis, Minn. hamton, N. Y.; Black Diamond Post of American Legion, 

: scaseaniiietiiiees Kingston, N. Y.; W. F. McFarland, Florence, Ala.; Mon- 

roe City, Mo., The Sunset Park Co., High Point, N. C.; 

Whittle-Cole Co., Birmingham, Ala.; city of Elgin, III; 
66 99 ' : 

OUIK- Ure PRODUCT S city of Philadelphia, Pa.; F. N. Overstreet, Newton, Kans.; 

city of Hastings, Neb.; Concordia, Kans.; Minneapolis, 


Combines quic k opening Minn., and Spartanburg, S. C. 
feature of Fuller Work with 


mechanical and pressure- 








Winnipeg, Canada, will spend thousands of dollars for 


resisting features of*Com- two of the largest electric water heaters ever made, to 


pression.” Will not open provide not only warm water for swimming pools but for 
under any pressure. Steep the shower baths also. However the change will mean 
threads, cut square, give the saving of several thousands of dollars per year that 
full opening on quarter was heretofore spent on the purchase of coal. 


turn. Improved Stuffing- 
Boxand English Trim Cap- 
Screw prevent leakage. 


In the basement of the new St. Vincent’s school, St. 
John, N. B., one of the largest swimming pools in the mari- 
time provinces is being built. This pool is seventy-five 
THE HAYDENVILLE COMPANY feet long and twenty-five feet wide. The plumbing and 
heating concern of W. B. McDonough is in charge of the 
installation. 





Haydenville, Mass. 








Angeles is soon to have one of the largest swimming 
W.N. Selig 


Los 
tt Y ae pools in the United States, according to Col. » ms lig. 
g C] LIARE 4 EF’ The new structure will be at the Selig Zoo Park in the 
Lincoln Park section of Los Angeles. The pool will be 
lroné Malleable lelron L= FITTINGS || 215 tect tong and 175 feet wide. A feature of the plunge 


will be the machinery in the deeper part of the pool to 
produce breakers so that swimmers will receive all the 











thrills of ocean swimming. 
We are so proud of Square 


‘Gee’ fittings that we ARE YOU PLANNING TO GET YOUR SHARE OF 
stamp on each onea square THIS BUSINESS 

G as a means of instant scuiamiaieeies 

recognition. Four hundred thousand homes were added to the list 


of gas users this year. Every plumbing and heating 
contractor should get his share of this business. This 
THE GRABLER MANUFACTURING CO. exceeds all previous records of advances in the gas busi- 
CLEVELAND, O. ness. This rapid development has made it necessary 
- : for the executives of gas making companies to meet in 
convention and to discuss and plan for a four hundred 
and fifty million building and expansion program to 
take care of the increased business. So the National 
Organization of the Manufactured Gas Industry, three 
Valves nail went thousand of them, more or less, will meet in Atlantic 
City, N. J., October 15 to 19, to make plans for taking 

care of this rapidly increasing business. 
This announcement is of importance to every plumb- 

















The big Kennedy line covers a total of 809 
different types and sizes, including globe, 
gate, angle, check and radiator valves of 


every type and size and a complete line of ing or heating contractor who has developed or wishes 
malleable iron pipe fittings. : to develop the gas end of his business. Many in the 
All of these types are described and listed trade find it a highly profitable department. 


in the new Kennedy Catalog. i . 
. . Gas ranges aggregating forty-five million dollars were 


sold this year, it is claimed by the American Gas Asso- 

The Kennedy Valve Mfg. Co. ciation. And due to the coming of the servantless 

Elmira, N. Y. home, rising coal prices, relief from smoke, soot and 

a vos hag og, Seepetone ashes which gas provides it is predicted that gas con- 
sumption will next year break all previous records. 


Send for a copy. 
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WHEN A MAN LOSES ANYTHING ELSE, HE ADVER- 
TISES FOR IT BUT WHEN HE LOSES HIS HEAD, HE 
STOPS ADVERTISING 

J. P. Oliver of Corry, Pa., keeps his eyes peeled when 
driving through the country To wit 

FOR SAIL 


One Berk 2. With Pig The Return Trap DeLuxe 


Vv 
Fred Keiser UR No. 2. Thermo Nickel Return 
midiaa Trap is the only device of its 
kind provided with a non-corro 
HE WAS SO SWELL sive ball check and this feature is of 
—he called his monkey-wrench a pipe organ A. C., Chicago great importance to heating con 
; tractors. It permits the condensa- 
— E tion to return to the boiler whether 
AN OLD TIMER the radiator supply valve is open or 





. . her ler nitatior leu were classed closed and positively prevents damage 
SO Paeet Sek aneeeee. Seeereeee : eo ; : to the heating plant due to the con 
as freak ideas DOOLEY, Philly 


densation being held by the vacuum 
The price of the No. 2. Thermo Nickel 
FOOLISHMENT Trap is no higher than that of the | 
te ordinary type of trap Ask your 
Our Willie pitched a cartridge uf jobber or get in touch with us 
And on the stone it struck! 


He hadn’t bought hi hool book et O-E SPECIALTY MFG.CO. 


























Dit anpes due sink an dake 10 Keefe Avenue 
B. B., Clinton, Ia MILWAUKEE -_ - WISCONSIN | 
«BA De 
JUST LIKE THE GIRLS | 
Miss Squirrel sat on a limb It had rained every day for | 
a week “Oh, dear,” izhed she “thi bath a day is taking 
all the curl out of my tail.” MISS C. H., Topeka, Kan 
“an 
If it's all right for a white man to tell a white man that 
he looks like Washington, is it all right for a colored man 
to tell a colored man that he looks like Pittsburgh? 
P. D., Pittsfield, Pa Se Te Le Lp 








ADVERTISE! ADVERTISE! 
“IT knew you as soon as I saw you,” said a little girl, run- 
ning up to Mark Twain, as he was walking along Fifth 


The Climax 







Avenue Her eyes were shining with excitement 
Flattered, delighted and cheered by the compliments shin- 

ing forth from the eyes of the child, Mark asked, “And 

who am 1?” 
“You; why you are Buffalo Bill.” e a r 
Because you have spent many dollars in advertising your 


business; because you and your friends know all about it 
well, can't you see that some folks may think that your 
Mark Twain business is Buffalo Bill? T. C., Cleveland, O 


a 
rainer , 
Who was that stenographer that went into a bank and 


asked for a check-book for her boss that folds 


up in the 
middle? aa 


, Joliet, Tl 





Why use uncertain and costly water- 
proofing of cement, asphalt, tar, etc., 


when the CLIMAX Cellar Drainer is so 


THE WISE KID 
Little Girl: “C'mon, let’s make mud pies.’ 


Small Youth: “Nothin’ doin’ Soon as yuh do that some- o.8 P P 
tah teeinn & bath 00. 90k" H. H. T.. Detroit positive, dependable and inexpensive? ; 
The CLIMAX is usually installed in the 
In the tropics, where there are no morning fires to build, end; why try something else in the be 


how do husband and wife know which one 


is boss? 
ARK, Fargo, N. D 
Easy The one who has to go out and shake the bread- 
fruit tree isn't boss. 


ginning? 


BLANK VERSE 
at n lulu's | ir, 
Ind spangled, too, 
Like leaves that laden 
With trembling dew, 
“Some dew!” he said to her, 
(His tone was mild) 
“T don't,” she soft replied, 
And gently smiled, 
Thank you, OLE ANDER 


Dei 








BALTIMORE. Mo 


Rialto Building, Deekum Building 
Pacifie Coast Agents; San Francisco, Cal Portland, Ore. 


Wm. P. Horn Co. Kerchoff Building, (L. C. Smith Building, 
Los Angeles, Cal. Seattle, Wash. 


Me emu niet 


Mie en Men iienMiien i lUMlleliiiiieln line Mele M UNITS HIMMMeL Ue LL et 
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Nine Out of Ten 


Home-owners in your town 
need Humphrey Automatic 
Gas Water Heaters. Nine 
out of ten want them. They 
are already nine-tenths 
sold. Can’t you do the rest? 
Write and ask us how to go 
about it. 


HUMPHREY COMPANY 


Div. Ruud Mfg. Co. 
Michigan 





TYPE “A” Kalamazoo 





PUBLIC COMFORT STATIONS 
blem confronting the authorities handling the 
the lack of 


rt stations of the new stadium will 


The greatest pr 
— saa ’ . . 
"coming |} fball gare f Illinois Univer sity as 


mfort station The comf 
thousands and thousands that will attend. 


made by the Champaign Chamber of 


be inadequate for the 
Irrantic efforts are being 
Comme» relieve the situation. 

A short while ago the Chamber of Commerce of Cham- 
paign, Ill., appointed a committee to investigate the build- 
ing of comfort stations in that city. The committee con- 
sidered the responsibility of such an improvement should 
They voted that the Chamber 


of Commerce comfort station was in no way adequate, and 


be shouldered by the city 


it was closed Today there are no comfort stations in 


Champaign, with the exception of such conveniences in 


stores or office buildings. 





Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
service. 


Frost Proof Closets. 
flushing 


Direct flush or after 


Write for catalog 


Philip Haas Co., Dayton, O. 











CHASE 


BRASS PIPE 


METAL WORKS : 


CHASE 


Waterbury, Conn. 








. @-e* ©, 


2@ “E-2’’ 


te: Concrete Inserts 









tas .~:' make Pipe Hanging Easy 

Pls Se Designed to fit “Crane” 
é : ‘a *@ Solid Ring Hanger But- 
. a | ; ‘e* * ton which will turn in in- 
2 o°* ¢ *° @ sert while screwing pipe 
- : into hanger. Made in 
{ sor three sizes: %. % and 

” a . : 
Crane: BUTTON eh | % in. Immediate ship- 

A= 1} ment from stock. 
Standard - Pipe / = os : 
cut to ony rire \ Cross section view shows 
length Ring: Haoger method of inserting but- 
a) ton and pipe. 


Oslund Specialty Co. 


218 S. Exchange St., 
St. Paul, Minn. 





Pomona, Calif., has set aside $6,000 in the treasury for 


the building of a comfort station in the heart of the 
business district. 
station in the of New 


first class condition or repre- 


Toilets in railroad city 
Castle, Pa., 


sentatives of 


every 
must be put in 

the various railways having stations in the 
city will be called before the mayor on charges of violating 
the city’s health ordinance. 


PUBLIC HEALTH 


In Russi / millions of people get only three baths in their 
hole liz one after they are born, one before they are married, 
md one after they die—there is stagnation, poverty, misery.”— 


rom “The Story of the Bath.” 
» called for daily on sewer systems throughout the 


United States. This means work for the plumbing contractor. 


He will be called upon to handle the general contract, or to run 
in the lines from the mains to the building, or to install plumbing. 
The laying of a sewer means untold work for those in the plumb- 
ld, e for the manufacturer, jobber and plumbing 


ntractor to keep informed on this type of construction. 


The following cities plan the construction of sewer sys- 


tems: Bartow, Fla.; Unionville, Mo.; Burbank, Cal.; 
toxboro, N. C Lingle, Nebr.; Floodwood, Minn.; New 
Holstein, Wis.; Snyder, Nebr.; Totawa, N. J.; Onaga, 
Kans.; Breckenridge, Mo.; Carthage, Mo.; Canton, Mo.; 
Leesburg, Fla.; Anderson, S. C.; Selma, Ala.; Greenville, 


S. C., and Mercer, Pa. 


recently been awarded 


Spruce Pine, N. C.; 


for sewer sys- 
Deland, 


Contracts have 
tems in the following cities: 


Fla., and Brookfield, Mo. 


Master Plumbers Seek Explanation 

Newport News, Va., lead by O. J. 
Brittingham, appeared before the council recently 
for an explanation of a recent amendment to the plumbing 


Master plumbers of 
city 
regulations by which a property owner, or his agent, is 
given the right to correct stoppage in the sanitary sewer 
arrangements on his property. The plumbers felt that 
their jurisdiction had invaded inasmuch as they 
are required to deposit a bond of $500 to insure proper 
installation, which insures the health of the people. 

After a discussion of more than a half hour the delega- 
withdrew, the council having requested a report on 
any infringement of the law having 
plumbers to take care of any serious consequences of the 
amendment, even to the extent of repealing it if proper 
cause presents itself. 


been 


tion 


and promised the 


right of 
gains the 


up for your rights and the 
neighborhood It 


It pays to stand 


proper sanitation for your 


respect of everyone. 

















October 6, 1923 DOMESTIC 

















Pp SS “a co agie ae heat 
a t OnU S 3a 








PLUMBING DEPARTMENT 


1,467,447. Valve. Thomas O. Mountain, El Paso, Tex. 
A faucet of the class described comprising a normally 
opened a suction chamber with the 
faucet and through which the valve stem passes, a piston 
in with the stem, 


valve, connected 


said chamber connected a connection 





<3 














467,447. 











from the chamber to a point adjacent the outlet end of 


the faucet and means for drawing air from the chamber. 


* * * 


1,467,464. Safety Faucet. Paul B. Wesson, Spring- 
field, Mass., assignor to Hampden Brass Company, Spring- 
field, Mass. The combination, in a safety faucet, with a 
casing having therein inlet and outlet 
intermediate chamber opening into said outlet chamber, 
and provided with a valve-seat between said inlet chamber 


chambers and an 


and said intermediate chamber, and with a guide which 
has a passage through the same that is in line with the 
axis of said valve-seat, of a spring-pressed valve for said 
seat, a screw arranged and adapted rotated and 
reciprocated in said casing, and a plunger operating in 
said guide between said valve and said screw. 


to be 











7,467,033. 


1,467,454. 


1,467,938. Re-enforced Pipe or Fitting. Thomas F. 
Hanley, Chicago, Ill. The combination with a length of 
pipe or fitting having a threaded portion, of a pair of 


ENGINEERING 


Pelee LL © 


PIERCE 
AMERICAN 


Steam and Water Boiler 


Capacities from 600 to 9000 Steam 
from 1000 to 14950 Water 


Order from us or through your local jobber 





Pierce, Butler & Pierce Manufacturing Corp. 


43 
Brooklyn 41 E. 42nd St., NEW YORK Philadelphia 
Boston Pittsburgh New London Baltimore 


Worcester Detroa Syracuse Newark Washington : 
= 


Pittsburg 


AUTOMATIC GAS& 


WATER HEATERS 











Perfect hot water service at the 
cheapest possible rate per gallon. 


PITTSBURG WATER HEATER CO. 
Pittsburgh, Pa. 


“If it’s done with heat, you can do it BEST with gas” 























Easy to Clean Out 


The Round Boston Grease 
Trap is made particularly 
for installation under sinks 
and in small restaurants. The 
cover plate, which is the full 
diameter of the body of the 
trapisheldin plece by asingle nut. 
Thie large opening makes it very 
easy to clean out eccumuleted 
grease. Also made in square pat- 
tern for use where space is limited 
in height. 


Write for catalog and prices. 


R. ESTABROOK'’'S SONS 


First and C Sts., South Boston, Mass. 
























ELL” Fuller Balls 


For Lasting Service 


Made only of best materials. 
Standard goods used by the 
trade generally. 


“BELL” Hot Water Specialties 


include the celebrated BELL Washers, Steam Valve 
Discs and small molded rubber goods of all kinds. 
Look for the “* BELL” Trade Mark. 
Send for sample of the new ‘' BELL" Beveled Washer 
ESTATE of ANDREW BELL, 2-4-6 Commercial St., Newark, N. J. 
















¥ 
§ 
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paced ring a plurality of parallel ribs connecting said 
ring iid ring being paced apart a distance greater ( 
than their diameters said rings and ribs mounted upon 

‘ ‘ d to the pipe or fitting with one of the rings 
idjacent to the inner end of the threaded portion of the 
pip or fitting 

‘ * * * 
. 
CHICAGO POTTERY CO 
Ss sali 1,467,454 Flushing Mechanism Fletcher C, Rood, 
pectatizes / Walla Walla, Wash In a mechanism of the character 
in the manufacture of , 
: referred to. a casing adapted to be connected into a water 
Closet Bowls and Tanks line to control the flow of water therethrough, a valve at 
° — . / he entrance enc y d easing “mi: , , ‘lose , 
of “Whitest Vitrified China” th ntran nd of said casing normally he Id closed by 
AVENUE water pressure, means for manually opening said valve, 
1924-40 CLYBOURN means above aid valve operated by inflowing water to 
CHICAGO automatically close said valve, and means whereby the 
8’ B75” VA wah YW a7ei closing action is delayed until a quantity of water has 
1S O/GQ/8/Q/R/R/ BR’ 7. A} passed through said casing 
* * * 
* = 1,467,481 Dispensing Apparatus for Toilet-Seat Covers. 
NO ROOF IS SUPERIOR Arthur Juline, Chicago, Ill, assignor of one-half to Oliver 
TO ITS FI ANGE (. Denni Wilmette, Ill In dispensing apparatus of the 
character described, the combination of a case having a 
Therefore, some 2 
= hh ») 





PLUMBER is _ the 
father of every leaky 


roof. k 
The Bullard - a 

‘all 
Roof Flange ae 
is acknowledged as the only PER- 


FECT FLANGE by busy men z tf 
who have made satisfying installa- \ 


tions. L 
THE BULLARD SPECIALTY CO., Tiffin, Obie a ie 


a © 1,467,481 


PLUMBERS CHAINS discharge opening, means to support a roll of paper in 


" — the case, a drum provided with knives for cutting sheets 
from the web and forming openings in the sheets, a sup- 


























PLUMBERS LINK CHAIN port removably held in the case, and a stationary knife 
= P{ (Gl, (Gare ( — ics and a presser both secured to and removable with said 
—. support 
SAFETY LINK CHAIN Ps * * 
a 1,468,068. Automatic Drain Valve Martin Hanson, 
DOUBLE JACK CHAIN St. Paul, Minn. The combination with the lower part of 


TT Pet — a water container of a vertically disposed water outlet 
- tube depending therefrom and having in its upper end a 
valve seat and a vertically movable valve therein, and 
THE SMITH & EGGE MFG. CO. an internal circular recess farther down in the tube, a 


Originators of Sash Chain 
BRIDGEPORT, CONN. 


= 


\ = = 
UNIVERSAL CHAIN 














Boost Your Sales 


of plumbing fixtures 





Manhole Covers and supplies by rec- 
ommending D'ckey ~~ 
Baffle Septic Tanks to your 1.468.068 
Plate customers. E-very time 
one of these tanks are . 
installed it means more sleave slidable in the tube and having radial apertures, 
ree, business for some 1 resilient arched spider in the sleeve with its legs nor- 
+ seme I plumber. mally projecting through the apertures and into the 
Our interesting and in- circular recess, a laterally perforated actuator tube sus- 


structive booklet on 
Dickey Septic Tanks pended from the valve and having its lowgr end supported 


is Free. Send for it. on the legs of the spider so as to press them together and 
W. S. DICKEY CLAY MFG. co thereby disengage them from the circular recess when 
af the top of the valve is subjected to a predetermined degree 


KANSAS CITY Established 1885 MISSOURI 





Patented 


of pressure 
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1,468,142. Water Closet. David A. Ebinger, Columbus, 
Ohio, assignor to The D. A. Ebinger Sanitary Mfg. Co., 
Columbus, Ohio. <A water closet bowl of vitreous material 
and including a platform, a ventilating member formed 
from metal, the bowl and member being provided, respec- 
tively, with flanges, said members having a flared mouth 











1,468.142 


partially closed by the platform and communicating with 
the interior of the bowl, and 
munication with the mouth, 
connecting the flanges 


duct in 
for detachably 
the purposes set forth, 


an integral com- 


and means 
as and for 
* o + 
1,468,187. Walter G. 
Ill.; Carl W. administrator 
Werbeck, deceased. In a pipe 
of counterpart formation, said being 
threaded and provided with annular flanges, 


nular ridges having sharply inclined side 


Pipe Union. Werbeck, Chicago, 
of said Walter G 


union, a pair 


Hagemann, 
of collars 
internally 

spaced an- 


collars 


faces formed in 





1,468,187. 


each of said collars, said ridges being spaced by appre- 
clably deep rectangular grooves therebetween and below 
the Inclined portions of the side faces of said ridges, said 
ridges being disposed in concentric relation with the 
ridges of one collar adapted to engage between the ridges 
of the other, and means for securing 
to assemble the union. 


said flanges together 


. s * 
1,468,561. Tank Heater. Hardy A. Friend, Albert Lea, 
Minn. A stock tank heater comprising a vertical tubular 


combustion chamber, a vertical cold air pipe spaced from 
said heater and communicating with the bottom thereof, 
closures pivotally secured to the upper ends of said cham- 














3 
a 3 1,468,561. 


ber and provided with dampers, a square horizontal flue 
extending from said combustion chamber, bent upon itself 
to provide a heat retaining pocket and provided with a 
circular vertical upper end, an ash pan removably posi- 
tioned in said combustion chamber, a grate supported 
upon said ash pan, and a vertical handle extending from 
one side of said grate 
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Leonard Thermostatic Water Mixing Valves 

















*“*ACCESSIBILITY?®® 


Mixing valve consists of two parts; 
supply pipes are connected, 


to which 
to which operating 


base casting, 
and face plate, 


parts are assembled. 

No expert labor is needed, either for cleaning or repacking 
valve. — parts are of phosphor bronze, castings are of 
bronze nickel plated 


The complete story is in our catalog. May we send it to you? 
LEONARD-ROOKE CO,, Providence, R. I. 











These Books Will Help You Sell Water Systems 


rhe Paul Service Manual tella you how wate? 
to re ent wry 





¢ systems should be Installed lee 
| troubles 
| The booklet “Paul W beautifully 
| Must i lore at 1 naling to 
your | mm ‘ It laa ‘ 
Write today for fre ople 8 al 
the Paul agen for your territory 
FT. WAYNE ENGINEERING & MFG. CO 
1706 N. Harrison St t bade Ind 





“ es tia 
Wise Wileon s., Indianapolis i 


Miter stems 
fp svater si (Farm 


Send for free copies of 
these books todayl 


Automat 


ARANTEED 


Self-Priming Fully 


EVERY PAULSYSTEMISGI 


Selt- Onling 














IF IT’S}; 


CHAIN PULLS 





INSIST ON 


RUSSELL’S 


THE JOHN M. RUSSELL MFG, CO., NAUGATUCK, CONN” 


— _ =~—— 


= : 9 1] 
Cc pis <3) HAYS| inc tres t 4 
166% 1898 Rts 
dig e :]HAYS| rok dh Se 
~~ 


Since 1869 the name Haysco 
has stood for the highest 
possible standard of quality in 
brass goods. Sold only through 
plumbing jobbers. 






























TheHays ManufacturingCo. »_»,)* 


Erie, Pa. aay 


a \! 
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E MANUFACTURE the only 
perfect Back Water, Sewer and Tide 
Trap on the market. The Barrett Trap 

is warranted and guaranteed. 
115-121 Pearl St. 


James Barrett Mfg. Co. poncn, “Mes. 














A Favorite Fixture 


No. 290 
Combination Shower and 
Needle Bath for Recess 


A Hudson Fixture 


Send for Catalog No. 21 
showing our complete line 


Hudson Brass Works 
16 Nassau St. Brooklyn, N. Y. 
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1,468,248. 


Mateo, Calif 


Brush Jacob Henry Postel, San 
h of the class deseribed a shell-like 
inted thereon 


brush 


Fountain 
In a bru 
casing having a water supply chamber 1 
head 
mounted on said cham- 


with 


with registering apertures between them, a 


a fastener 
wire U-shaped in form 


mounted in said casing 


ber and composed of heavy 


x ale 
coms ) 








Te) ~ 
ay ~ 


1,468,248. -9 
ML 


\ =a 





the free ends of the legs thereof engaged with the opposed 





faces of said chamber, said legs being provided inter- 
mediate their ends with laterally extending depending 
loops, and a bail shaped hook carried by said loops and 
adapted to engage the brush head, and means co-operating 
with said hook to hold the head in the casing. 
HEATING DEPARTMENT 
1,468,102 Temperature-Regulating Means. Kennedy 


kind de- 
cylinder 


Dougan, Minneapolis, Minn. In a device of the 


scribed, a steam container, a hollow vertical 


closed at both ends, a partition across said cylinder be- 
the 
eylinder 
above said partition, and a steam connection between the 


tween its ends, a steam connection between lower 


end of said steam container and said vertical 


upper end of said steam container and the upper end of 


said vertical cylinder, a rod extending through a portion 




















A water heater built of steel 
that stays on the job for keeps. 
There is profit in them for you. 
KEWANEE BSILER COMPANY 


Kewanee, Ill. 








Pat No. 1,393,103 


The New E-Z Laundry Tray Faucet 


A solid brass fixture made for laundry trays with two or three 
tubs. There are probably cheaper fixtures than the E-Z, but 
there are none any better. 


E-Z MFG. CO. iinnesrotis minnesota 
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and 
leading 


evlinder through said partition, a 
formed in said from its exterior to 
its interior and from above to below said partition, and 
discharging into said vertical cylinder, an annulus carried 
plurality of vertical 
annulus, 


of said vertical 


conduit rod, 


by said rod above said partition, a 


conduits of variable heights carried by said 


means for bringing the aforesaid conduit in said rod into 
register with any of the aforementioned vertical conduits 
said annulus, and means 


heights carried by 


said annulus in said cylinder. 


of variable 
for reciprocating 
* . * 


1,468,117. Safety Water Gauge. James Girly Lowden, 
Houston, Tex In a the 
upper member having a lateral inlet passage, a hand valve 
in the upper member for the 
passage, a ball in the passage, the upper member having 
for the ball, the cross 
of the seat corresponding closely to 
that of the ball, the being immediately 
adjacent to that portion of the passage which the ball 
engages when the ball is in a closed position, the construc- 


device of class described, an 


and constituting a closure 


an internal circumferential seat 


sectional curvature 


seat located 


the 











tion specified tending to keep ball in motion and 


e 
s 
$ 
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prevent the incrustation of the ball and the cementing of 
the ball in place; a lower member having a transverse 
passage, a hand valve in the lower member and controlling 
said passage, a connection assembled removably with the 
lower member and provided at its upper end with a seat, 
the lower member having inwardly projecting fingers, a 
ball in the connection and adapted to co-operate with the 
seat, the ball being located between the seat and the 
fingers, the fingers limiting the movement of the ball and 
pre ting a hammering and a flattening of the ball on 
the last specified valve, and a sight tube extended between 


the connection and the upper member 


a 
. ‘ 
5 
3 5 
{ ’ 
“ 
, 





1 448,169 


1,468,160, Ventilator. Theodore Horn, Cicero, Il A 
ventilator comprising a sleeve substantially oval shaped 
which is mountable through a sash and provides an opea 
ing which extends from the inside to the outside of said 
sash and is of the full cross section of the interior of 
said sleeve, flanges on said sleeve for engaging the inner 
side of said sash and fastening it thereto, a closing mem- 
ber mounted at the inner end of said sleeve and provided 
centrally with means projecting into said sleeve 

* . * 

1,468,179 Combined Thermostat and Time Control 
Frank M. Sutton, Vallejo, Calif In thermostat controlled 
mechanism, a pair of adjustable arms carrying contacts, 
and a member therebetween adapted to complete a differ 
ent electric circuit through eath of said arms, and means 











1,468,179. ; } 


actuated by temperature differences and controlling the 
movement of the member whereby one of the circuits is 
established at a temperature corresponding with the ad- 
justment of one of the arms and when contacting there- 
with and whereby the other circuit is established upon the 
contacting of the other arm by the member. 


ANSWER TO WHAT'S WRONG IN THIS PICTURE 


Picture on Page 31 


EVER say to anybody anything like ‘‘You don’t 

N want to buy a shower, do you?" For if you do you 

may expect to hear the other fellow come back 

with, “Yes, | don't."”” Instead of saying you don’t want 

to buy this or that or the other, say ‘‘You ought to have a 

shower put into your home and enjoy bathing in running 
water,’ or “You need a new kitchen sink.” 

One of the first rules of salesmanship is to never give 

a customer or a prospective customer an opening to say 


“No.” Make it easy for him to say ‘Yas. 





Weil-M‘Lain 


SCIENTIFIC COMBUSTION 


BOILERS 


1. Scientific combustion 
2. Corrugated heating surfaces 
3. ‘*Back-and-forth”’ fire travel 


Write for details 


Weil-M‘Lain Company 


Michigan City Chicago Showrooms: 
Indiana 641 W. Lake Street 











INSURANCE 


AGAINST FLOOD:D B\Sf MEATS 


Where the Signet Drain is in talled there can be 
no ba k wate: 

A perfectly reliable trap that 
keeps Out sewa.e, 
gas and germy 













aut’ matically 





Always works, Noth 
inu togeto tofo der 
raw working parts 


Pat. Dec. 8, 1914 pa etter 





The Sgnet is clean 
sani ary, simple dur 
able and efficient 


Write for 
details 


CRAMPTON-FARLEY BRASS CO. 
KANSAS CITY, MO 








THE BEATON & CORBIN | 
MANUFACTURING CO. 


Southington, Conn. 


All Types of 
Floor and Ceiling Plates 














ACME 


ROOF FLANGE 


Self-Adjusifing 
Phe one-piece copper flange 
that gives complete satisfaction 
wherever used. No. Lfor pitches 
1l0to 45; No.2 for pitches flat 
to 30.) Heavy re-inforced 
lead collar Handy, dur 


able economical Also 






made in galvanized iron 


ACME MFG. CO. 
BANGOR, MAINE 
N.Y.City Rep., Melvin A. Rosenberg. 110W. d4th St 























4 Cla: ssified Adwe rtisements i 


8 cents for each word including heading and address. 
$2.00. One inch $4.00. Cash must accompany order. 


Situations Open 


SALESMAN 
ipply house for 
Mi i i ’ thor in¢ kansas ter- 
ritory Mat ible « ma ng ating 
est IT and ] 
the business p rre¢ ur h 
call on the trade and produce r 
experience, salary 
all particulars in first letter receive 
consideration. Your application w ill be 
treated confidential. Address 850, “Do 
nestic Engineering,” 1900 Prairie Ave 


Chicago 9-22/10-6 


TRAVELING 


ates 
refert 
esults 


State 


CLASS 
No labor 
Logan 
10-6 


TWO FIRST 
and steam fitters 
aham Co 


Ww AN" ED 
wie 


Duncan-Gr 


SIDE 
plumt 
i on a high a 
sale We furnish leads 

Domestic Engineering,’ 
Ave., Chicago 10-6-13 


SALESMEN WITH SUC- 
in selling pumps 
Good territory 
required Fort 
& Mfg. Co. Fort 
8-18tf 


SALESMEN FOR 
A t 


on eating and 


WANTED— 
cessful experience 
and water systems 
open References 
Wayne Engineering 
Wayne, Indiana 


WANTED SALESMEN —SEVERAL 
first 
handle our Price 


salesmen wanted to 
Guide for plumbers 
and steamfitters as a side line. Lib- 
Address 837, **Do- 


1900 


class 


eral commissions. 
Prairie 
10-6 


Engineering,” 
Chicago. 


mestic 
Avenue, 


SALESMEN WANTED—WITH CAR 

preferred, to sell a line of high grade 
plumbers’ brass goods, valves and 
specialties. Good inducements to the 
right man. Give age, experience and 
references. The Ajax Brass Co., Cleve- 
land, Ohio 9-29 /10-20 


WANTED—EXPERIENCED HEATING 

man by Radiator and Boiler Concern 
for territory in central Pennsylvania. 
Confidential Address 854, “Domestic 
Engineering” Prairie Ave., Chi- 
cago 9-29 


1900 


Situations Wanted 


FIRST CLASS PLUMBER AND FITTER 
vith Is ants steady position. 
inve i some money. West prefer- 
Address 856, “Domestic Engineer- 

1900 Prairie Ave., Chicago 


10-6-13 


GOOD SERVICE PAYS 





DOMESTIC ENGINEERING 


Miscellaneous 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, III. 


HEATING 6VENTILATING 
--ENGINEERING-- 
the only modern 

STANOARD MAIL COURSE 

Chihun Grstitude 


5713 EUCLID AVE. CLEVELAND,O 


PIPE COUPLINGS 
We buy large or small lots of all 


sizes. Send us your list. 


N. C. Cressman Co. 
(Incorporated 1912) 
111 S. Sth St., Philadelphia, Pa. 


We have 20,000 New Brass 
Valves, cheap—}, in. to 2 in. 
Horizontal and Swing Checks 
Vertical Checks and Gate Valves 
No Globe Valves 

Brass Pressure Reducing Valves 
1 in. to 5 in. 

In what are you interested ? 
We will take Pipe Couplings in 
exchange. 

Gwilliam Supply Company, 

828 N. Hancock St., 
Phila., Pa. 
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Get the Most Cash 
Pipe Couplings 


Republic Pipe & Iron Corporation 
27 Varick Ave., Brooklyn New York 


Minimum 


PLUMBERS’ BIN LABELS 


Holders, Celluloid Covers 
Bin Labels for Water, 
Fittings; also Plumb- 
Stock Boxes. Send for samples and 
prices and free plans: “How To Lay 
Out an Up-To-Date Plumbing Shop” 
and “How To Simplify The Work In 
The Stock Room” You can order 
through your regular jobber HAD- 
DON BIN LABEL CO., Haddon Heights, 
N. J. : 


Hadco Card 
ind Illustrated 
Gas and Steam 


ers’ 


"Books for —— Trade Library 





pa Lay be AND ANSWERS ON 73 

CE AND THEORY 
STEAM ND HOT WATER HEATING. 
By R. M. Starbuck. Fifth edition. A 
ready reference, dealin practically 
and briefly with the different phases 
of Steam and Hot Water Heating, 
Vacuum and Vapor egos Acceler- 
ated Hot Water Heating and Pipe Fit- 
ting in connection with ph og es od 
Plants A valuable work for the heat- 
ing man. Covers all the points on 
these subjects he should be familiar 
with. Size, 5x7% inches. 1650 pages. 
Price, postpaid, $1.50. 





PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. overs in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 6% 9% in. 183 pages 
Cloth. Price, $1.60. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 


It is the hardest thing in the world to find and 
the cheapest thing in the world when found. 


Use the Classified Department of ‘Domestic Engineering’ to get What You Want 
You will find ita SERVICE THAT SERVES. 


HARTMAN INGOT METAL COMPANY 





Smelters and Refiners 
Brass Ingots Manufactured to Specifications 





Office: 2511-25 W. Twenty-First St., CHICAGO 


Telephone: Lawndale 827 and 3635 
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